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Ellis Gives 
Annual Talk 
Ib Newsboys 


Forty ttntf newspaper' caiMcts 


from all papers cireulal'ing in the 
Hope trade area wefe1 entertained 
TuesWay n>igM at The Star's thii-d 
annual banquet. 


Thirty-s!ix white' carriers' met 


in the main dining room of the 
Dbrnond cafcl'e'i'ia, where Lepn- 
aflr Ellis', local ins'ima-nce! mana- 
ger and former managing ecfijbr 
and circulation head of The Star, 
made the annual addriess'., 


Seven Negro car-riot's1 weittf din- 


ed 
by the' women 
ofi Gara-ett 


Chapel Baptist Church, and were 
addressed' by Geoilge! Sfroughtetn, 
assistant coach of Ydiiger' -High 
School. 


Mr. Ellis1,, third sjpeakei1 in Mie 
1 


bwquct sericK,. which1 was opened 
by fbrmen'mayor and1 ex-ncws;boyi 
John L. Wilson Jrt,; a n'ct followed1 
last-year by Royte' Wqis'eln'belr'ger, 
prbs'ecutin'g attorney, was intrt>- 
duced' by' A. H; Washburh,. editor 
and piibfohc'r of Thd Star, along ™TWmil7ddelnlo spaccl,ut 
w i h C . M. (Pod) Rogerd Jr., cirt- chanccs appeared slim today that 


Star Holds Annual Dinner for All Carriers 


Birth Rote Dip 
Noted in 1960 
Africa War 
Parlies Open 
Peace Parley 


By PETER GROSE 


LEOPOLDVILLE, 
the 
Congo 


(AP)—Kalangn 
President 
Moise 
., 
. „ . 
., 
,„ , 


Tshombc and Congolese Premier i'™11?1! 1imlicalcs. .u«re.wl» «/«'" 
Cyrillc Adoula opened their long-'fBC^y m(fc ***** '" «»» ««»« 
awaited ncgotiat ons to end the » "»«"* «**»»> * « 


WASHINGTON (AP) - There 


was n decline in births in 
I'.HMl 


but the 
Public 
Health 
Service 


thinks there 
may 
IKS 
11 record 


number of babies born this year, 


In 
tilCO, there were 
4,257,8501 


bitflfe rcglslcd, about 4,000 tc'w- 
er I linn in 195!), said the service. 


The service, In announcing the 


J9BO births Monday, said 
Infor- 


mation indicates there will be 


Indonesian! 
Threat to 
Take Guinea 


By K. R. RAMANATH 


JAKAH'PA, 
Indonesia 
<A1')- • 


Foreign Minister Subandrio tojd 
parliament Tuesday 
night (hat 


c«n<l «* • bl«med If 


Monkey Shot 
Aloft, But 
Un recovered 


By HOWARD BENEDICT 


CAPE CANAVERAL, Fla. ,(AP) 


—An Atlas missile took a liny 
Rhesus1 monkey name' Scat'back 


— Hope Star photo 


The newsboys crowd in Diamond main dining room. 


dilation manager. 


Mi'. Ellis told tie canlidiis tlhey 


must be a group of good' boys bo- 


s'e1 the very fact they welre on 


I thc litllc fellow will be recovered. 


A ship bucked heavy seas in 


lhe south AUanlic Ocean search- Ancl llicre definitely 


President at 
Bedside of 
His Father 


By FRANCES LEWINE 


WEST 
PALM 
BEACH, Fla. 


(AP)—-President Kennedy's ailing 
falher, hospitalized with a stroke 
that caused partial paralysis, was 
somewhat improved this morning. ?nc swn' 


Mrs.RJ. 
Glaze Dies 
in Bearden 
» 


Mrs. R., J. GIa?.c', 74, of Brartten 


in 1957—-1,3011,000—which is the 


record year. 


died1 eaiiy today! in a Ford'yco 
Hospital. 


She! is survived' by her husband,, 


Democrat Is 
Bare Winner 
in Louisiana 


SHREVEPOUT, La. (AP)—Thc 


election 
of 
Joe 
Waggoner, 
a 


staunch segregationist and conser- _, ^^^ m u ^^ iw 


-1- vnlivc 
Democrat, 
to 
Congress minutes, laughing, swapping stor- 


smMH'Inons 
rnncrf'ssInnal 
onno- : 
i .., 
•.__- 
, 
.. 


secession of Katanga today after 
warning the icy politico) atmo- 
sphere 
with 
friendly 
embraces 


and reminiscing. 


Thc two political enemies got 


down to business in n conference 
room of (he hosplt.nl of the U.N.'s 
Kilomi military base, near the 
mouth of the Congo Kivcr. In' sec- 
ret, conversations they hoped If 
resolve the explosive issues sep- 
arating Tshombo's wealthy prov- 
ince from the .Impoverished rest 
of thc Congo. 


Adoula and Tshombc met Tues- 


day to make preliminary arrange- 
muni's1. It was1 ('heir first meeting 
in months. They astonished U.N.'wind up the first part of'the Gen- 


Portugal Is 
Censured 2nd 
Time by UN 


By TOM HOGE 


UNITED NATIONS, N.Y. (AP) 


—Weary U.N. delegates pushed to 


and American diplomats.ns .they 
sat. 
together on a couch for 20 


•''"•' 
LOS 


the job meant that they had' mejl scalback 
***'« Hhre'e qualifications1 of busi-, lff. - ,' 
UltlClcUS 


ing for the capsule containing 


expressed 
hope, the 


(2) 


success': (1) DeperidabiWty, ""'""'I ^i»^» ..u^, i,« 
pnl,,,to«, 
»nH m> CWA,™ *'capsule bearing 
the 
four-pound 
and 
animal would be found, but ad- 


mccling 
bclwccn 
thc President 


ancl Prime Minister Harold Mac- 
millan of Britain Thursday. 
' White 
House press .secretary 


Pierre 
Salinger 
told 
reporters, 


lc;s; two daughters.', Mrsl, Paul H, 
Jones' of Hopr-i and Mrs1. James* 
Crloom of El Dot-ado1; one bro.th- 


congressional 
oppo 


nenls of the Kennedy administra- 
tion. 


Waggoner defeated Republican 


Clutrlton II. Lyons Sr. in n sur- 
prisingly close election in north- 


Lorn Bradley of Fortlyfce; two wcst 
]j0uisiana's 
4th 
District 


The speaker1 said fe gi'eat valuq;miUe'cl lhe ockls were 'nol good. however, that there is 


of tfervicc as a newsboy was. that!|lt may have sunk ,n thc rollgh,ty the conference may be shifted 


m 
- 
--.-- — 
- — IWCUCL, with waves running seven 


clame.ntals of grownup business. t0 nine feeli'high 
JW pointed1 out1 four examples' of 
Scatback, with a radio trans- 


mitter and biomcdical sensors im- 


He said 
who arrived 


in Bermuda today, has been in 
touch with thc chief executive and 


' 


Star newsboys' who have! matfe 
qfstanding 
rfcteorcls 
as* adults.; • Dccldcc, under the skin, was in «,c.-,. 
, 
» 
, - , 
fu 
„ 


Tommy' Jobo, now a PoWoleum;capsui0.altachcd to the side of an'd'sP°sal- ^ decision on thc site 
_i—-.—,„.„. m 
„ 
.,_....,! 
0[ ylc conference will be reached 
late today on the basis of a report 
at that, time'.frprn. physicians at- 
tending 
73-year-old 
Joseph 
P. 


Kennedy, onc-limc ambassador to 
Britain. 


One doctor said thc patient has 


"a slight paralysis 
of the 
left 


side," but he said" the elder Ken- 


Tommy Crosnoe,. clvief |Auas which blazed away from thc 


engineer! of thc Gene Aulireyi ra.- Cape at 10:32 Tuesday night. 
dio chain in California; John L. 
TIIC Alias worked wilh porfcc- 


Wils'on Jr., former' mayor, deputy !jr,.ooo m.p.h. ballistic course six 
prosecutor and attorney; and1 W, tion, unleashing thc capsule on o 
Steven- Bade'i',. manager of Ward minulcs after launching. 
& Son Ditig Co. 
| Less than 30 minutes later, thc 


Mr. EIHs t'ccalfed! tliaitl oria of capsule, 
a 
6-fqo.t-long. cylinder, 


Hope's' brightest 
football stalls1.,; plummeted' into the intended im- 


latc'^Vas'co Bright, was aii, ex- 'pact zone, more than £,-§00 ;miles 
sboyi; later an Air Corps' offic- down range. A flotation bag was 


ciV fciBtetf in a crash at Bake'rs-,to give it buoyancy. 
field, Calif., 
I The package carried 
a radio 


The speaker1 told of a visit a beacon and flashing lights to help 


s'istera,, Misis! MatUic1 Braclfey of 
Be'aUddn and' Mrs. Fi'c'd lluggins, 
of Smackavcr. 


Mi'.'- ancl Mrs1. Jon*' Iclfl llo'po' 


for Bcardcrt early today.. 


Funeral 
anra'ngemcnfe arc irt- 


complct'e. 


Tuesday. 


Thc new congressman made no 


secret 
during 
the 
hard-fought 


campaign that he differs widely 
with most policies of the national 


ons 
in 
a 


elected 
n 
Court Ruling 
Is Blasted 
byNewburgh 


. NEWBURGH, N.Y. (AP)— City 
Manager Joseph Mitchell says the^hc late Rep. Overtoil Brooks, 


iedy, was-beUqr- than^whicn he;.,pn- state, Supreflie, Court action )nvalft|W.ho died Sept. 16. . 
,efedvSt' Mary's Hospital yestcr- {dating 12 of 'the 13 points of the 
Most observers were surprised 


party which he bolted in thc IQtiO;wounded. 


ics and slapping each other on 
the leg. 


In Elisabcthville, the Katanga 


capital, there was a .new flareup 
of fighting Tuesday. Thc United 
Nations said sniping by civilians 
and mercenaries had forced Its 
troops to occupy several instal- 
lations of thc big Belgian mining 
company, (he Union Minierc dc 
Haul Katanga. Three U.N. Ethio- 
pian 
soldiers 
were 
reported 


era I Assembly session tonight aft- 
er condemning Portugal for refus- 
ing to give thc U.N. information 


ml that, the door is si ill open to 
i peaceful settlement with thc;' 
)titch rulers of the island tcr- • 
'itory. 
, 


He made clear that Indonesia 


will accept only a settlement giv- 
ing it control of the western half' 
,)f thc big island, which the Neth-; 
crlamls retained in 1!)4<J when ,jti 
granted the rest of thc Ncthcr«,' 
lands East Indies independence,^ 


Meanwhile, said Subandrio, "Cot* ' 


us there Is no other way but to 
carry out the people's command" 
by President Sukarno who ordered 
total mobilization of the nation 
Tuesday. Sukarno said he had In- 
structed the armed forces to pre- 
pare to seize West New Guinea, 
"at any lime from now on," 


"Thc 
yet 
possibility has not" 


on its overseas territories. 
been 
entirely closed 
that ; this. 


It was the .second U.N. decision question may be settled peaceful- 


against. Portugal within 24 hours.'ly. The door is still open," Su* 
A 
Soviet 
veto 
Monday 
night 


oloekcd Security Council approval 
of a resolution calling on India to 
pull back its invasion of the three 
small Portuguese colonies on the 
wcst coast of India. The Indian 


preside/Ilia! election. 


Complete returns gave Waggon- 


ncr 33,840 votes to 211,275 for Ly- 


dislrict 
Hint 
hasn't 


Republican congress- 


man since Reconstruction days. 


Waggonncr. of Plain Dealing, is' 


43 and a member of the Stale 
Board of Education. Lyons is 07, 
a wealthy Shrcvcport oilman. 


Waggoner will serve until Jan- 


uary 1903, filling out the term of 


day and better than he Was last'city's controversial welfare code 


coupto of years ago1 by Lawrence' searchers zero in on it. 
Walton, the: fivisti Negro carder to 
TWO ljlf™s ancl f- 
llG 


Service Hie Ravine! artfa of Hope., 
' 


Mr. Walker1 was; gra'dhatc1 from 


vcs- 


set Sword Knot comprised lhe re- 
covery flecl. Thc aircraft had to 


college, earined a master's degree! abandon the hunl after about three 
and' now'.is1 on the staff of tlfe, llolll's because they were running, 


Antonio publlic; stehools.i 
rt Ellis' Sa'id if h'c had a1 son 


ho would want four tWi rigs' of him: 
(ft) That h& get Wie befcfl homd 
t'rlaining pogs'lble,, (2) IJiat Ito at- 
tend Sunday1 School and church, 
,'jnd t3) th'at he be' a ne'ws'paper 
carrier,, and1 '14) that' he finish 
iiigh sthool and' college'. 


He concluded hfe' talk witti a 


comparison . of thei lives of John 
D. Rockefeltt, Sr.,, who earned 


dblSartei and' tunnc'd' back 


low on fuel. 


Labor Board 
Cites State 
Industry 


WASHINGTON (API—An exami- 


ner for the National Labor Rela- 
tions Board recommended today 
thai lhe Hayes Bros. Flooring Co., 


ment of pubic health through the 1"c",°* Calico ««*• Ark- ljc or- 
^nrUV-.'.Mmw™*! RnckefelVer Foill>idci'ed to cease whal llc te™ed un- 


night. 


Announcement that the Kenne- 


dy-Macmillan conference will go 
on came just before thc President 
left thc oceanfront mansion 
in 


Palm Beach where he is staying 
to drive to the hospital several 
lilcs away in West Palm Beach, 
Thc President spent 45 minutcs 


at the hospital, about 10 minutcs 
of it in his father's room along 
with his brothers! Robert and Ed- 


hcy did nol wake him, Salinger 
told newsmen. 


Thc elder Kennedy's four doc- 


tors planed to get together in the 
afternoon for what Salinger 
said 


Continued on Page Two 


ncariy ha'Jf of it for1 thei improve- 


world-i'cflowiied Rockefeller F o u n - l . 
datton; arid Mife, Hettte Green, £alr labor practices. 
world's wealUhies'll woman, worth ' James i- Barker the trial ex- 
65 mlMSoni, who diefl ai dcypis'c.d1 aminer- 
also 
W0lllcl 
have 
dis- 


mia&r. 


"Which 
of 
Wreste two. names' 


would you rWWe'r. be' known by' 
Vvihe'n your1 life comes to an end?" 


charged cmployo Leonard Melton 
"made whole" for Joss of pay ancl 
. 
«- 
back. Barker said 


S th"^carne,, 


Melton was fired for union activ- 
ity. 


company would be ordered 


atodance at Iha Diamon,i lo foP «"V eff!»^ l« disc-oi.rnge 
. 
. 
,. 
. , workers from irnninc 10 r-runn :i n 
111. 
Tuesday 
night, ar'ran'gc'd under! 


thei name's! of their r'eteipectivei 
newspapers: 


Hope: Stax1: Tony Smith, Jimmy 


Whitiicn, Filankie Latham,. Jimmy' 
Brown,, 
Jackie 
Hearst,, 
Randy 


• Still,; Eddie Aslin, Frtdd;ie Easte'r- 


ling, Ronnie Smith,, John1 WMt;ten, 
Kciith Wooclsi; 
^boug Rogers,; Gary Holls1, Alan 
Parish, Ralph 
Routori, 
CWarles 


Latham, Sonny Walton, Mr. WatJi- 
fcuin,; Mr1. Ellis', and1 Mi'. Roger's. 


Tc'xarkana' Gazette1,, Hope': Lar- 


ry Griff is1, 


Hcpe1 Star, 
Prcfecolt: 
Sammy 


Coi'iieliuri, 
Joe 
Cornelius,, 
Gary 


Beck. 


Ai'kansas Dcmocilal, Hope area: 


Ronnie Ila'rvin and Michc-al 


workers from joining thc complain 
ing union, the AFL-CIO United 
Brotherhood 
of Carpenters 
anc 


Joiners of America. 


A final order is up to the board. 


ward. 


Their 


cmpha's'i/cs' a netcl' for 
1 legislative 


changes al both the state and na- 
tional levels. 


"Here is a city trying to im- 


prove itself but, being prevented 
from doing so by stale and fed- 
eral law," he said. 


"We've had no grievances at 


all. We've cut taxes and the wel- 
fare budget. Our performance in- 
dicates we're right and the law 
should be changed." 


at the largo vole, for Lyons, whose 
views closely agreed with Wag- 
(onncr's. Lyons himself was a 
Democrat for 45 years until lasl 
year. 


falher was asleep 


Thc only point Icfl standing after 


antl Justice Robert Doschcr handed 


down his ruling Tuesday in the 
state-instigated 
action 
requires 


able-bodied relief recipients lo re 
port lo the welfare department 
once a month. 


Among those ruled illegal were 


ones denying relief payments to 
women continuing to have chil- 
dren out of wedlock and to able- 
bodied men refusing to work 


U.S. Reds to 
Flout Demand 
to Register 


By LOUIS G. PANOS 


WASHINGTON 
( A P ) 
—Thc 


members of the U.S. Communist 


bandrio said in a lengthy state- 
ment cxpUiining Indonesian poli- 
y toward the area It calls West 
Irian. 
- 
'/' 


He invited the Dutch to "sclz«i 


'this opportunity before it is too' 


With U.N. 
forces 
in nominal 


control of Elisabelhvillc after tsvo 
weeks 
of 
battling 
Tshombe's 


white-led Katangan troops, 
Act 


ing 
U.N. Secretary-General 
U 


Thnnt had ordered his soldiers to 
hold their fire for the duration of 
he talks between Tshombc and 
Adoula. lie said they would shoot 
back if fired on. 


Tshombc 
and 
Adouln arrived 


scparulcly Tuesday at thc U.N. 
base. 


Adoula said he hoped the talks 


would end by tonight, but this" 
seemed likely only if they broke 
down. 


When last quoted, Adoula was 


adamant that Tshombc must end 
his secession and submit to thc 
central 
government's 
authority. 


Tlio Kntungo. president was equal- 
ly insistent that his province, by 
far 
the Congo's 
wealthiest be- 


cause of rich mineral deposits, 
must get a large degree of auton- 
omy. 


U.N. 
Undersecretary 
Ralph 


Bunchc, on hand to help with the 
talks if asked, threw a cordon of 
U.N. 
Nigerian troops around the 


base and barred newsmen so the 
Congolese politicians would nol 


states ;"to 


deny to Portugal any support and 
assistance which may be used by 
it for thc suppression of people 
of its non-sclf-govcrninu tcrritor- 


),ikU)e Portuguese Icrri 
alled on member state 


army| 
completed 
its 
conquest h,ie" and asserted that the world 


could not blame the Sukarno gov- 
ernment if it launches military ac- 
tion to prevent thc Dutch from 
carrying out their plan to trans- 
form Wcst New Guinea into the 
slate of tt'cst Papua which wotiM 
have the right of ultimate self? 
determination, 


"Let the Dutch not unclcrefitV 


mala out' strength,," tlhe JbrCtign 
minister declared; "Let the Dutch 
not consider the hand extended by 
President Sukarno as weakness of 
Indonesia but as a final appeal to 


Tuesday. 


India led the campaign to con- 


demn Portugal 
for refusing to 


furnish 
information on 
non-self- 


governing territories required by 
thc U.N. charter. Thc vole was! 
!)0-a 
with Portugal, South Africa 


and Spain voting no and Bolivia 
and France abstaining. The Unit- 
ed States voted for thc resolution 
jflcr an unsuccessful attempt to 
soften the language of the rcso- 
ution. 


Thc ' resolution authorized, crqa- 


Jon of u seven-man committee to 
conduct an investigation . of condi 
tions 
and ca 


Holland 


ahd* tlw 


than 10,000 by FBI |JC a|j|e to sound off to the world. 


, 


* 
' 


Service for 
Harwell to 
Be Thursday 
Funeral services for Larry Joe 


Harwell, 22, who was killed! in an- 
auto accident on the west side of 
town early Tuesday,, will be held!, 
- 
, , , , , , 
. 
ji convi 
at 2:30 p.m. Thursday, Dec. 21, 
Mitchell, who lathered the we!- 
to»v 


-• "-- - --------------- • - '«-•• • 
1"1"'''1' 


estimates—have until midnight to 
night lo register as agents of a 
foreign power. 


They 
arc 
expected lo 
follow 


their officers' 
lead 
and 
ignore 


this third—and last deadline. If 


This duplicated thc U.N. tactic 


last summer when it arranged for 
the; Congolese Parliament to meet 
in complete isolation at Lovunium 


The chief targets of the latter 


provision were' the Un'it'c'd States',, 
Britain and other members of the 
North. Atlantic 
Alliance 
from 


whom Portugal obtains military 
supplies as a member of NATO. 


The steering committee called 


for adjournment by midnight un- 
til Jan. 15, but the assembly was 
expected to sit past thc deadline 
in order to clear a number of 
items from its agenda. 


The 
104-nulion budgetary com- 


mittee assured assembly approval 
of a $200-million, 25-year bond is- 
sue to save thc world body from 
bankruptcy. Thc committee rec- 
ommended assembly approval of 


seek a peaceful way," 


.Pressure mounted 
ji 


for* direct negotiation!! 
Dutch government said it 
willing to talk under thc auspice* 
of the United Nations, 
, ,'; ; 


In 
Washington, 
ambassador^ 


from both nations indicated,.to 
newsmen after separate talks at 
thc Stale Department that their 
gover.nmcnls might accept out* 
side help in reaching a spluMoif,., 
President Kennedy has urged Wn 
Indonesia and the Netherlands ta 
seek a peaceful agreement, ' '„ 


Acting U.N. Secretary-General 


U Than), 
notes 
to 


appealed 
Sukarno 


Prime Minister Jan 


in identical 
and 
Dutch 


E. DC Quay 


l,i «'t,.tn +L 


lurncd th.s they *>, the Justice Department 


.. 
Hudson River Valley community 
into a seat of national controver- 
sy, was put into effect July 15. 
The 12 points were placed under 


could try to send Ihem l<> ja 


When lhe parly ilself ignored 


a Nov. 20 deadline to register 
with thc attorney general and the 
leaders did thc same Nov. 30, thc 


University 
outside 
Lcopoldvillo. the bond issue by a vole of 


After 10 clays of seclusion the leg- 
islators agreed on a central gov- 
ernment headed by Adoula, 


at the Saratoga Church of Christ. 
Thc Revs. M. H. Peebles and 
Fart-is wil be in charge. 
Pallbearers will be: James' Arnold 
Tommy 
Hughes, Lovel Phillips, 


Donald Sanders, Forrest McCork- 
le and Tommy Ellis. 


Weather 


Total 1'JGl precipitation through 


November, 51.10 inches; during 
lhe same period a year ago, 40.44 
inches. 


Arkansas Regional Forecast 
By THE ASSOCIATED) PRESS 
Central Arkansas: Clear lo part- 


ly cloudy this afternoon, tonight 
H'ld Thursday. Not so cold Thurs- 
day. Friday parity cloudy ancl a 


could be 


for" each day of non- 


_ 


fare code, claimed it was designed i" 1"''' 
'"' .°')l 
ay.0 no11' 


to knock chiselors off thc relict lustration 
O ficcrs and mem- 


rolls and lo cut the city's wll'are 


II. He said in July thai one-third 


of lhe city's annual $3 million 
budget went inlo welfare expense. 


bcrs arc subject to thc same pen- 


Macmillan 
Here for 
JFK Visit 
HAMILTON, Bermuda (AP) - 


Prime Minister Macmillan of Bri- 


State Low 
of 15 at 
Fayetteville 


By THE ASSOCIATED PRESS 
The temperature fell to 15 de- 


tain arrived today to meet with K,.ccs ut Fayclleville early today 
President Kennedy if> the illness jor ylc stale's lowest reading. 
of the President's falher docs nol 
Tno U.S. Weather Bureau said 


years in prison for 


ay of violation. 


The registrations wore requirct1 


by the Internal Security Act of 
1950, 
upheld 
by 
the 
Supreme 


Court earlier Ihis year after a 10- 
year legal battle. 


Parly 
officials 
bad 
declared 


well in advance that they would 
not comply with thc reyistration 
provisions of lhe act. They also 
require the disclosure of parly 
printing press locations, financial 
contributions and expenses. 


over the 


! weekend with some rain 


change their plans. 


likely. 
, 
_ 
. 
_ 
,, 
. 
rkaiis'as Democrat, Prcscoll: Cooiei..the firet of ncxl wcck. Jligh 


Tiuiman Kelky. 


Ai'kantfab1 Gazelle, Hope: Jimmy 


Hcndriekstni, 
Coniiud 
Browning, 


Rcvclil' Dullard 


Shrlcvepont Time's,, llojic: Will- 


iani Biantlcy. 


Tcxarkana Daily News, Pros- 


cull: Jcji-ry' Beck. 


ow-Rent Housing 
Neors in Comden 


WASJI1NGTON <AP) —The fed- 


cr'u'l Public llous'ing Adminis'lra- 
tion reports lhe cily of Camden, 
Ark., is expected lo sign a 
fi 


nancial aid coulraot willi the 
agency for construction of a $578, 
a»0 low rent housing project. Un- 
<tjr thc contract, lhe PHA would 
lend 90 per cent of the lolal cost. 


Continued on Page Two 
Negro Joins 
GOP Group 
in Jefferson 


Courthouse 
Tax Vote Up 
in Sharp Co. 


expected in the 40s. 


PINE BLUFF, Ark. (AP) - ll said highs loday 


E. M. 
gio, wa 
of the Jefferson County Republi- 
can Committee in a reorganization I 
of thc group here Tuesday. 
i 


llc is the first Negro to hold ;i 


party office here in many years. 


Warren Lieblong of Pine Bluff 


was eleciecl chairman, succeed!n 


Ozark was lhe ncxl coldcsl report- 
ing point. The minimum there was 
PJ degrees. 


U was below freezing Ihroughoul 


the stale. Pine Bluff and Newport) EVENING SHADE. Ark. < API- 
had the highest curly morning. A fou|..min 
Uix (o finance con- 


readings— 30 degrees. 
/slruction of one or more court 


The Weather Bureau predicted houses luis been recommended by 


moderation of the bnel cold wave. it|)L, sh.u.p Cmmlv QlloJ.umCoul.L 


Junior Miss 
Competition 
Is Planned 


A pfenning me'eling was held 


Tuels'cl'ayi,. Dec. 1!) at: 
tUiW Youlli 


Center1 to plan a local contest to 
sitel a conic-slant for1 t'he Junior) 
Miss1 Pageant1 lo be 'held' in' Little 
Rock Jan. 13. 


Mike Kelly and Haskcli Jones' 


will hc.ad the local committee^ in 
VU62 la conduct the competition. 
The contest is open to senior ginlte 
only who are between 16 and' 19 
M^ars of age. They shall be 
judged on scholastic, community,, 
and church activities1 as' well as 
in' pcuonality, poisti, and; t'alent.: 
A dale for the contest will bo an- 
ncunccd shortly. 


Eleven girls' entered last night today. 


with 21 abstentions. Thc Soviet 
bloc objected that the plan Way 
illegal. 


The proposal initiated by Acting 


Secretary-General 
U Thant hud 


strong backing from the United 
States, which pledged that Presi- 
dent Kennedy would ask Congress 
Tor authority to buy a substantial 
share of the bonds. 


Thc United Nations' grave fi- 


nancial situation results largely 
from thc refusal of a number of 
nations to contribute to the or- 
ganization's operations in the Con- 
go. Thnnl estimates the U.N. def- 
icit will be $170 million by next 
June 30. 


Christmas Story 
Told to Kiwonis 


Mr*. Sam 
Slii'iig was 
gues-t 


^ „ 
* f , 
, 
_ 
,. — 
j ..„„ ^ 
... speaker bofor<; Hope Ki\\iunis club 


Moore, a Pine Bluff Nc-;thc mkl 3a- io m'".^ '»K| lows both Evening Shade and Hardy.;at its noon luncheon meeting on 


>ai elected a vice1 chairman tonight '» the 20s. Highs Thursdiiy county Juilge R. L. HigginboUonvTuc.sda.v at llutcl Bailow. In k-cfep- 


Sharp County has court houses ;it 


Legal Death 
Penalty in 
Delaware 


DOVER, Dei. 'API - 
Capital 


punishment is legal in Delaware 


for both governments to "take ,RO 
action which could give rise to,* 
threat to peace and security,", 


Mrs Susie 
D. White Dies 
inMcCaskill 


Mr!s. Susfe D. White,,, 


cl'icd' Mondays, Dec. 18, 
home on Rl, 1,, McCas|dlf. 
was; a lifeto.ng1 nesident ol 
Caskill urea' and a mcd 
Avoryi's Chapel Mclthodfet) 


Survivor^ include* twb 


mcr Wlvilti of McCaSkill! 
White of Houston; tlwa 
Mrisf. Ei'be'rt Bnandon of 
kana and Mris, Hannie 
of Lufkin, Texa's; aWcf manji 
relatives' in this1 areia'. 


Funeral serviccfe' wei-y 
'M p.m. Wednesday atl 


Chapel1 Mclhodist1 Chui^ch will) 
lluvi. Calvin 
MJJ'lo'r1 ol 


Burial1 vvasj in Averts! 
Ccmotery under' Hie direction 
Latime'r Funerlal Service of 
ville. 


ancl any senior1 giii|l wis'hing lo 
eiiU-r may do so by calling Ha's- 
kcll Jcncs at PR 7-3G01. 


Rep. Charles F. Richards, ab- 


afternoon's 
seal 


Xmos Program 
at Lighthouse 


The Gospel Light'ousel 


will 'have' a program Fridayi,, D«c, 
22, at 7:30 p.m. tit'lWd; "Thd ' 0 $ 
°r Clnistmus'" under' the 
from 
Monday 


voting which failed by one vote of Ml's- Leo' Melai-ky. Tha (H|bU« 
to override a veto by Gov. Elbert 's invited;. 
% .- 


N. Carvel, slagecl 
an eleventh 


to 


.SHOP FQR G(f 7S 
IN OUR hp PAGES 


2 Are Fined for 
Tax Failures 


said both buildings are old and ini 
|iict'cl to be replaced. 


'J'liu quorum Court recommend- mas stoi>.v. 
(I that \po(.c'rs decide in 
I he gen-i 
Club members made a cash clo- 


cral e I c e t. i o u next November nation to supplement the Lions 
whether to build one new court- Club's Christmas baskets' to be 


Jack house or Iwo. 
idurtribulal to the needy tins' week 


Judye Higginbollom t'.stimalcd a end. 


Carvel, 


hours return and cast the decid- 
ing 
affirmative 
in 
the 
lower1 


chamber. 
| 


The Senate had countermand-, 


eel thc vclo by a 13-1 margin Fri- 
day. Thc clay before, Carvel re- 


with. the. yUU!tidc sc'asbn Mrs1., gjj, lh®unfehm"/,t° aftir^S 


years' suspension. 


Wo'odmon 
Woodmen of the' World' Calmfl 
u- 20 arc inv-ile'd to a suuoar 


Christmos Eve 
at Episcopal 


St. Mark's' Episcopal 
Church, 


Third and Elm St. wii'l have a 


LITTLE ROCK (Al3) 


M. D. Morgan, also of Pine Bluff. Rose, a Forl Smith attorney, and 


Moore was one of three vice Paul G. Tedder, 
a 
Lillle Rock tust of $173,000 for a new court- 
Albert Grave*1 Jr., was intro- 


diairmen chosen. 
'accountant, wore each fined $1,500 house. 
duccd as a new member and Ohrislmas Eve Service at 11:30 


Republican National Committee and placed on one years proba-! He said petitions would have lo guests, included 
Roy McKenzie'p.m. Sunday. There will be a ser- 


in an Winlhrop Rockefeller, met tion Tuesday for failing ID file in- be circulated before the question of Terrell, Texas and. Dr. Geoi'ge vice oi Holy Communion and scr- 
wilh the cornmilleu. Rockefeller come lax returns. They wore tried of eonstiuciion could bo put on Bale-mine, pastor of thc Firtt moj) by the Rev. W. A. Riemunn,, 
later addressed a public meeting, |jn U.S. District Court here. 
the ballot. 
..Baptist Cluuvh. 
I priest in 


Almost everyone knows ho* In 


soy nothing, but there grg ap tgy , 
who know when, 
MIMI 


H G *> £ 
S T A R , 
H O P t , 
A R K A N S A S 


Wednesday, Detembef JO, 


Hope Star 
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CO. 


Weather 


*» the tier. 
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-,The Associated Press is entitled 
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ection of all the local news print- 
ed in this newspaper, as well o» 
all AP news dispatches. 


Continued Front Page Oft* 


today low to mid 40s. Low tonight 
mid 20s (o 30s. High Thursday in 
the mid 40s. 


Soutlisvest and Northwest Afkan* 


sas: Clear to partly cloudy through 
Thursday. High today 40-45. Low 
tonight 25-30. High Thursday 45-50. 


Northeast and Southeast Arkan- 


sas: Partly cloudy this afternoon. 
High today near 40. Clear and cold 
again tonight. Low tonight 24-28. 
Thursday 
portly 
cloudy. 
High 


Thursday low to mid 40s. Friday 
partly cloudy and mild. 


THE WEATHER ELSEWHERE 


By THE ASSOCIATED PRESS 


High Low Pr. 


35 
39 
G2 
-3 
42 
40 


President at 


Continued From Page One 


Would be a routine examination 
and to discuss the case. 


In connection with the 
forth- 


coming talks with Macmillan, the 
President called a group of his 
advisers to meet with him here. 
; Salinger, said those coming for 
the top-level conference were. Sec- 
retary of State Dean Rusk; David 
Bruce, .ambassador to London; 
Charles Bohlen, special assistant 


Sorensen, the 
counsel; Mc- 


(Albany, rain 


j Albuquerque, clear 


1 Atlanta, cloudy .. 
Bismarck, cloudy 
Boise, clnar 


j Boston, rain 
— 


Buffalo, cloudy 
35 


(Chicago, cloudy 
34 


Cleveland, snow 
38 


Denver, clear 
43 


Des Moines, snow ... 27 > 
Detroit, snow 
35 


•"airbanks, clear 
-14 


•"ort Worth, clear .. 
lelena, clear 
-lonolulu, clear 
'ndianapolis, cloudy . 
Juneau, cloudy 
<ansas City, clear .. 
,os Angeles, clear .. 
Loisville, cloudy — 
Memphis, cloudy .... 
Miami, clear 
Milwaukee, cloudy ., 
Mpls., St. Paul, snow 
New Orleans, clear 
New York, cloudy . 
Oklahoma City, clear 
Omaha, clear 
Philadelphia, cloudy.. 


32 
24 
37 
-15 
38 
32 
30 
32 
33 
28 
7 
30 
40 


48 25 
26 14 
78 70 
36 29 


8 


.30 


.34 
.62 
.27 
.03 
.27 


.02 
.08 


.15 


FBI Seizes 
Fugitive at 
North L R. 


2-Porty Plon 
for Arkansas 
Is Pledged 


PINE BLUFF; Ark. <AP>—Win- 


throp Rockefeller continued his 
drive for a two-party system in 


'captured Tuesday at North Little Arkansas here Tuesday night, tell- 
Rock. 
ing a Republican rally such a sys- 


Norman Eugene Lee was spot-1tern would be effected "if it kills 


ted by motorcycle patrolman Gehcme." 


UftiE ROCK CAP")- 


A 31-year-old fugitive sought for 
more than a year by the FBI was 


wito 


•y if (HA 


A Gift to? 


.34 


Portland, 
Portland, 


to Rusk; Theodore 
President's special 
George Bundy, special assistant to 
the President for national security 
affairs; and Dr. Glen Seaborg, 
chairman; :of the Atomic Energy 
Commission. 


33 
64 
50 
51 
83 
36 
31 
65 
42 
35 
20 
40 
61 
46 
30 
59 
15 
43 
37 
40 
64 


San Francisco, cloudy 58 
Seattle, cloudy 
52 


Tampa, cloudy 
79 


Phoenix, cloudy 
Pittsburgh, snow 


Me., 
Ore., 


snow 
rain 


Rapid City, cloudy . 
Richmond, clear . . . 
St. Louis, cloudy ... 
Salt Lake City, rain 
San Diego, clear 


Washington, clear 


M-Missing: 


43 


-1 
8 
54 
35 
32 
72 
19 
3 
43 
38 
22 
-7 
34 
M 
33 
28 
46 
1 
34 
25 
36 
49 
56 
42 
64 
34 


.01 


.01 


.03 


.09 


.0 
.7 
.47 


.21 


.07 
.44 
.21 


THIS IS A CLASSROOM?-Odd appearing, ye*, btit 
methods of teaching foreign Ungutge*. Thre« 
used in modern 
h schools boast these installations. 


Barentine as Lee was moving into 
n North Little Rock apartment. 


Barentine radioed for help, and 


Lee was captured with no trouble. 
Me was thought io be ddngeJ'Ou'S, 
but was unarmed Tuesday, 


J, J, Casper, sbecial agent in 


chafge* of the FBl'^ Little Rock 
Office, said Lee and two women 
with whom he was traveling were 
taken into custody and charged 
with transporting a stolen car 
across state lines. 


Lete's! companions were Carolyn 


Hall, 20, and Shirley Kur, 22, both 
of Cleveland. 


Casper said Lee was wanted on 


the same charge involving anothei 
car and was under investigation 
for possible connection with other 


Rockefeller, the Republican na- 


tional committeeman from Arkan- 
sas, also told the rally he has no 
plans stepping- down as chairman 


Next time you go ft-visitituf, 


take tt jar of homemade che*u£ 
spread «s a special treat for your 
hostess. 


SPECIAL CHEESE SPREAD 


llb.ChtddatchMM 


I 


.___- — ^a-g^y^ 
Language lestoni i on tape JM «M»ttOMd to 
hig 
. 
victual students or groups of itttdents. SponsdM i claim .two «dvantag«r ttch <*nd*nt 1» 
able to progress according to his ability and is prodded to think U foe language. 


''of the Arkansas Industrial 
opnw'nt Commis'Eion de'spite sjpe'c- 
tilation he might quit. 


In an earlier interview, Rocke- 


feller said his extensive statewide 
ipeaking tour could be expected 
o influence his decision on 
ning for a state office. 


He said its time for a change 
n the occupancy of the governor's 
mansion and said Sen. J. William 
Fulbright has become more of art 
nterntftional figure |Jian a repre- 
sentative from Arkansas. 


Fifteen 
counites in Arkansas 


Gay Orb For Yule 


v 'Itw'.tf LEWIS GULICK 


T, .^ASfflfJGTON (AP) - A high 
administration source said early 
today President Kennedy will gc 
through 
with 
his . long-plannec 


meeting with Prime Minister Har- 
«ld,Macmillan, either at the ap 
pointed Bermuda site or at Palm 


Fla. 
dy hurried to Palm Beach 
night to be by, his father 


Joseph P. Kennedy, who suffered 
a stroke. 
' . ' 


;' HJs-Jather's serious illness may 
Idfce changes in the President's 
schedule for two days of intimate 
talks with Macmillan that were to 


.Thursday in Bermuda. 


. high-ranking informant said 


Kennedy had decided to see Mac- 
millan but might ask the prime 
iiiiiiistiftr'to come to Palm Beach 
;»I|Cennedy could remain near his 
:••**£'-•_ 
: Bermucia is about two 


away by jetliner. 


policy aides, prob- 


ably including Secretary of State 
Dean Rusk and East-West affairs 
adviser Charles E. Bohlen, were 
expected to fly from Washington 
to Palm Beach during the day to 
brief the President in advance of 
the meeting regardless of where 
it' takes .place. Another foreign 
affairs adviser, McGeorge Bundy: 
special assistant to the President, 
accompanied Kennedy to Florida. 
' The original schedule called for 
& ^Kennedy stay - in Bermuda of 
30^ hours. 


This will be the fourth Kennedy- 


Macinillan meeting since Kennedy 


4 Brothers 
Plead Guilty 
to Attack 


Cold Strikes 
Deep In to 
Mississippi 


By THE ASSOCIATED PRESS 


Zero weather hit Midwest states 


again today and it was freezing 
in a narrow belt southward into 
he flood-stricken sections of Mis- 
sissippi and the Texas Gulf Coast. 


Skies cleared in most sections 


of the severe cold belt covering 


Ark. 
(APK — Four 


Yell County brothers who were 
surprised Saturday- during an at- 
:emped burglary at Ola and ex- 
changed gunfire with a city mar- 
shal and a night watchman, plead- 
ed guilty Tuesday to a charge of 
assault with intent to kill. 


The four, Jesse Cox, Leo Cox, 


Joe Cox and Ratford Cox received 
sentences ranging from six years 
to 10 in the state penitentiary. 


Jesse Cox, the youngest, was 


sentenced to seven years, with five 
being suspended by Dardanelle 
Circuit' Judge Audrey Strait. 


Leo and Joe Cox were each 


sentenced to 10 years,'to run con 
currently with seven-year sen 
tences remaining under previous 
convictions. They had been pa 
roled. 


Ratford Cox received a six-year 


term. 


The brothers were 
surprised 


during the attempted burglary by 
Ola City Marshal Harry Blaylock 
and J.D. Ross, a night watchman. 
Gunfire' .was exchanged! between 
the brothers and Blaylock and 
Ross but on one was injured.. 


They excaped in a car but later 


wrecked it and fled to a wooded 
mountainous area near Dover and 
Aly where they were apprehended 


With just a little-girl breath 


this be jeweled holiday sphere 
goes into orbit. If you tend to go 
into orbit at the very thought of 
Christmas decorating, here's the 
recipe for a bauble that's quick 
and easy to make. 


Take a plastic foam ball, spray 


it with gold paint, stick in color- 
ful snowflake jewels, glue on red 
braid, top off with a cluster of 
pine cones tied on with thin {cold 
cord. 
Admire, hang from a light fix- 
ture or some overhead spot, 
breathe gently and watch your 
bauble orbit slowly to show all its 
gay faces. 
This suggestion for a holiday 


decoration comes from Pine 
leaner.Information Center 


which also reminds us to have a 
supply of all-purpose pine oil 
cleaners handy for our holiday 
clean-up. 


the Dakotas, Nebraska, Minnesota 
and Iowa after Tuesday's snow 
and freezing rain. 
. 


There was wet. weather, snow, 


and from, the northern Plains 
southward 'through Texas. 


The mercury dropped far below 


zero again today, the last full day 
of the autumn season, in the Da- 
kotas, Minnesota and Iowa. 


Temperatures' also fell sharply 


through the Missouri -River Valley 
southward to the Texas Gulf Coast 
and' the' lower' Mississippi Valley 
with freezing marks southward to 
Mississippi and Louisiana. It was 
32 in Jackson, Tenn., and Long 
view and Tyler, Tex. 


The 
freezing weather chille< 


Jackson, where an estimated 70C 
persons have been forced from 
their homes by flood waters from 
the Pearl River. More than 40C 
other persons have been evacual 


auto thefts. Lee also is wanted for 
violation of his conditional release 
from the federal penitentiary at 


ewisburg, Pa., last December. 
Barentine said he had heard a 
adio description of Lee and the 
ar he was driving just before the 
rrcst, 


rain and freezing, ;drizzle in the 
Northeast and rain .and snow in 
the far Northwest. .Fair weather 
prevailed across the southern tiei 
of states from the 'Carolines anc 
Georgia to Southern California 


might be expected to have a ful 
slate of Republican candidates for 
next year's elections, Rockefeller 
added. 


Regarding the state's overall ed 


ucational p r o g r a m , Rockefelle 
said, 
would 
worth. 


"The 
like 


Republican 
to get its 


P a r t y 
money 


1 latq. can •ifcpdMWa fBilk 
Ua 4 tatlM We»c«t«nhi» to tftite 


Oral* ehMM of cot It in •mall 


pi«ct«. »ut ihlMt fcftd aillit In toj> 
part of doubt* boiler and cook ov«r 
hot waUt, •fining constantly ur^l 


tMC iuM melt*. Btmovt itom trii 


h«at and! Maton with Lea 4 Pefrini 
WoicOtMihit*. Pout into attractive 
little container*, let It cool and then 
•tor* in the refrigerator. 


Other seasonings such M 


chopped olives, prepared mus- 
tard, or pickle relish can also be 
used to make interesting cheese 
spread. Or you cnh divide the 
quantity In three parts and make 
three different flavors, to suit ;'• 
dividual taste. 
^ 


HAROLD HINDRIX 
FULPWOOO DIALER 


of Hne arid 
aILa. 


•ftftettYard 
M 
— «-•—— * * 
» 0n ffwy* 9t • 


One of Russell 
Trio 1$ Injured 


NORTH LiTTLE ROCK.(AP)- 


Mrs. Maxine Brown Russell, 30, 
a member of the singing Brown 
Trio, was Injured when her 


ed along the Tombigbee and Lux 
apalila rivers in the Columbus 
and Aberdeen areas of Mississip- 
pi. Floods from rain-swollen riv- 
ers continued-to menace areas in 
Alabama and Tennesse. 


mobile went out of control and 
struck a fire! hydttmt awd! a tree 
here Tuesday night. 


Attendants at Arkansas Baptist! 


Hospital said she suffered cuts 
and possible head injuries. 


Other members of the recording 


vocal trio are Mrs. Russell's 
brother, Jim Edward Brown, and 
her sister, Bonnie Brown. 


Thomas Jefferson designed a 


serpentine wall which was built 
and is still standing at the Uni- 
versity of Virginia. 


More than half of the people who have 
a hearing loss can be helped by profes- 
sional application of a fitted hearing 
aid. 


(Seventeen million AmericMi Ntftd M«lp) 


See the Acousticon Man 


FREE DEMONSTRATION 
0 


BY — A. L. BURNS, JR. 


THURSDAY, DEC. 21st -1 to 4 P. M. 


AT — SHIPLEY STUDIO 


Acousticon of Texarkana 


FREE TEST 
— 
NO OBLIGATION 


THIS YEAR 


0 I 


Sunday. 


entered 


Aides 


agenda 


the White House, 
say whatever discussion 
might be prepared for 


they 


Snow Slows 
Traffic in 
the East 


By THE ASSOCIATED PRESS 


/Show,- rain and .fog put traffic 
on a dangerous footing today in 
New York state. 


The snowfall ranged from 2 


inches in Pittsburgh to 6 in Mas- 
sena and 7 in Glens Falls. Light 
snow or rain slicked roads in oth» 
er upstate areas. 


Three? inches of snow fel in sSx 


hours in Portland, Maine. 


New Hampshire, Vermont and 


southern Maine were blanketed by 
up to 10 inches of snow, accumu- 
lated during four days of inter- 
mittent storms. 


Scattered snow—in many places 


just flurries—gave a wintry touch 
to the-last full day of autumn in 
the northern part of the Mississip 
pi Valley, the Great Lakes region, 
$16 Ohio VaB'ey,, NortihterWf Appar 
lachians and New England. 


Winter will begin at 9:20 p.m. 


Thursday. 


Midwinter cold covered a large 
irea 
west 
of 
the Mississippi 


CHRISTMAS 


CALL1 


Cl 


Kennedy 
and 
Macmillan, 


doubtless will range freely over 
what 'is on their minds. 


While U.S. authorities kept a 


secrecy blanket on what specific 
issues ye likely to come up, it 
was apparent the Berlin crisis and 
dealings with the Soviets general- 
ly would be prime topics. 


River. 


Freeing 
ar south 
issippi. 


•M-CHRISTMAS SALI 


ON MtMANINTS 
AU teNer Ptrntenwit* 
»%0i«eewi« 
•luiiaaft UfauM 
tt 
•W^PP" •••»•» f t • J9 


EorleNe'i leant? Scion 
11* W. Aw. • 
M». 7-HH 


weather 
reached 
as 


as Texas and Mis- 


HOPE 


FURNITUMCO 
i Mffe, Mope. A*, 


SPECIAL!! 


5c Cord Sole 


lirtheey, Get-Well, 


Ofoeti«f • All l«eryd«y 
Card* — Only f c iocK. 


Some cards sold for 


25c-20c* I5c 


All for the next 30 
days — Only 5c each. 


WUMTWW 
OMKII 
end J0t 
GENTRY 
HUNTING CO. 


Economy of 
Nation in 
Good Gain 


WASHINGTON (AP)—The na 


lion's economy made new gains 
in November in sales, profits and 
income, reports Secretary of Com- 
merce Luther H. Hodges. 


Among other things, he said, 
he rate of Americans' annual in- 
come leaped $4 billion for the 
second consecutive month. 


At a news conference Tuesday, 


Hodges also disclosed that corpor- 
ate profits reached an annual rate 
of $47 billion in the third quarter. 
He predicted it would vault to- $50 
billion by the year's end. 


Among the gains that Hodges 


reported: 


Sales of durable goods rose 3 


per cent in November; new or- 
ders at the, factories increased i 
per cent. 


Both sales and incoming new 


business were ft record rate*. 


Factory shipments were up al- 


most II per cent over * yeer ago 
with automakers and metal work 
ft? plants showing tine 
gains. 


REDUCED RATES BEdIN 6 P.M. SATURDAY 


AND ARE IN EFFECT THROUGH CHRISTMAS DAY 


This year, since Christmas Day is on Monday, you have the extra advan- 
tage of placing your out-of-town holiday calls on Saturday night or 
Sunday as well as Monday-ahd at the same reduced holiday long distance 
rates you normally enjoy only on Christmas Day, 


HOW TO SPBBD YOUR 


Givt the long distance optrator th« »hr»»-digil 


area cocU (if you knew it) for tho •ut-«f-itat« 


ditlont city you art calling. If your call It Inildo 


Arltantai, tho optrator dot* not nood an arta 


ctdt, 


2 


3 


Ntxt, givt htr tht ttltphono numbor of the 


ptrsen you art calling in tho distant tity. 


Tht operator can then start your call on iM way. 


Pltait wait until tht optrator ask* for your awn 


number. 


Jj Remember, itatlen.te<ttation rattt are one-third cheaper. 


ly callinf itatien-te-Metlen yew can make three call* for the price of two. 


If you don't know the number in the diltsint city, just call your operator and ask her to 
connect you with "Information" in the distant city. There's no charge for these calls, of 
course. Why not do it in advance of the holidays, and write the numbers down, so you'll 
be ready to make your Christmas telephone calls? 


'•f 
svew 
cav 


S O U T H W E S T E R N 
B E L L - A R K A N S A S 


H 0 PI IT A « , H 0 M, A ft K A N S A I 


SOCIETY 


Phow 7-MI1 •**••* • A* M, MM P. M. 


.olendar 


Ore. H 


The Order1 of Easter1!!. Star, will 


meet at the Mastonic Temple on 1 pastel colored 
Thursday,, Dec. 21 at' 7:30. There: candle's giveng 
win be an exchange; of gifts-, All the occasion, 
members art; urge;d to attend. 


in pastel shaded. 


wert a pink ttfet of 


follow^: President), Mrts, Bob Mc- 
Gorntack; vice prttsfidwH, Mrs. 
Joe Martin; s^crdtiarty and ineass- 
tire*, Mrt!. Mutoft Mouse; Rte|port- 
ttl, Mrs. Noah SWva. 


New secret pal's! were chosttr for 


the coming year. 


Sunday, Nov. 26 Mr. and Mrs., 


L. C. Godwin celebrated theii' 


giim balls, pyrafcahttm 
bcrrlhtel' Golden Wedding Anniversary, at 


and pin* boughs* slprayW white,,'a luncheon for the 
family! and 
house! from 


The '.Rose Gancfcn Club of Fulton 


balls, and; pinki relatives, and; open 
a fcftive ain to 2 to 5 p.m.. 


| Their son and family,, Mr. and 


Miste Clarice Cannon was! the Mrls., W. J.. Godwin, Longview, 


guest speakei' and told the! slwryi Texas were' piTaeM, als'o their, 
of the Christmas1 tree,, Bill Land grandchildren, Ronnie Godwin- of 
_..- ____________ ____ ... _... ____ 


hold it's annual Christmas entertained the group' with thrt*i -Tyier, Mtf!~ and 


party, Thursday, Dec. 21 at 7 p.m. 
in the! home of! Mrs;, Cecil Cox. 
Co-hostesses are Mrs1. Earl1 White; 


Vainer1 and Mrs. 
William 


Sam McGill. 


piano selections;. He! also acconv Mn. and Mrs:. Gary 
paiiied the choir, as' they 
carofe. 


Bill' Cotey1, 
Lartey and 


sing son Randy of Longview., 


Mrs. Godwins' sister1,, Mrs., E. 


the J. Van Meter, Alexandria, La.* 


Lfffien Auxiliary 


'The; Ame'rican Legion Auxiliary') 


of-the' Leslie. Hudtlleston Post 12! 
met at' the home of Mr$> E. P. 
Cjteal Tuesday, Dec. 19 for its 
Christmas party. Mils., Glen Will- 
Jams,; vice, piitjsidcnt',,- called the1 


meeting to, orG'eii. Pretige; of ,al16- 
g'iancfc was repeated' in.unison fol- 
lowed by the preamble. Mrs!. Will- 
iams presided over* tli'el business. 


Mi's. Joe. Jones presehteti a pro- 


gram on rehabilitation and she' 
ahc( Mrs. Fijed Foimby attenaed 
th,e gift shop of'the VA hospital in 
IMjle Rock. Mrs; Jones' gave a 
vKy 
interesting report' cl the 


work 
it me'ans 
pital.. 


Gifts wtfre exchanged by the 


members. Refreshments' of cake,, 
cdHee, ancl nut's were served to 
14 


Gifts, were1 exchanged by 


choir, and it presented Mrs. Gos-jand brothers! Sid White1 of Tex- 
nc.W a gift rrom Gitm all. Aboutj a'rkarra and Lynn WMt'ei of Hope. 
25 attended the dinneV. 


DupKcatpl Srfdf* Chlb MM* 


Algol present were Mr, Cod'win'sl 


I sisters,. Mris1. Gclorg'e Fosttet' of 


I El Dorado and Mrs. Ike Mil'idhan,) 


i °f Sheradon and • brother. Elisha 


m^nn 
Diamond. 
P. Young Jr., 
j_ ..wiiu,., m,,_.rf 
. 
, 


wer.e Sydney McMatlh and Mre, 
Syd McMatM, Mrs.. J. M. Duffie 
and Mrls. Matie Hendrix wtirc! 
third.. 


Evtoinlf Shad* CM) M««fei 


I 
The Evening Shade Good Neigh-1 centeil of ttw ribbon 


Club met! Thursday,, Dec. 14 (glass bowl which 


of yellow 


In the dining room to table 


wtas laid' with' a goM hiis'h lineii 
cloth. A white riibbon re'ach'eid 
across' the liable; with 50th anni- 
versary in gold Ittteli'S., In the 


was! a cut 


in thp eifti shnn anri ^.l001^ ^IUD men rn.ursaay,,, uec. m glass bowl which 'held gold rcs'eS 
Is to t£ bow faTSe hS ****** annUal Chdst-aS ?arty!ant< °" dthw ^'e three teer.d 
*"9 W 
UIU UUYib 
111 Lilt, I1QS- 
,.» 
t«__ 
U,v»«,<, 
rt* 
nfl.-!^1 
K/T11 lii nsvn* 
_ 
i,, 
, 
, . 
... 
. . . . 


Gosne'll FtilWs! Chtfn 


A 


is. R. L. 


of 
the 


•Gosnell ieted mem- 


at the homa of Mrs.' 
Smith. 


Each' member1 brought a 


of favorite; Christmas' food 


Miliicent canclfe holdciis 


candles. 


dish! 
and 


the table was! laid' with a be&uti- 
full .antique hanomacle' cloth and 


with fall 
white. 


To the sid'd of the table was the* 


cake;,, it 
was" white1 wit'h goiy 


sugar spun roses and SOttn Aniii- 
veirearyi written acrbsls1 it 
1., 


centered with a lovely Christmas i Mrs. Van Metef and Mrs Coley 
setting and along with candlelight sttrvcd cake,, while. Mrs1 Andrew 
an old fashion Christmas dinner! 'Hickcy,. Mris. Bob While and Mi* 


choir _ of the First | was.1 enjoyfed by all, Gifte' were jeft 
Milichan alternated all the 


"' 
' 
" 
' 
. . . . 
. . . . . . 
silvelr1 coffee service, Ot'heii's1 asL 


sisting in the' house party wciw' 


elected as) Mrfs 
1. Elisha Godwin and Mrs., W. 


Pr't-.sbyterian Church" with a din- ^exchanged attd a 
nqr' at the Barlow, Hotel Monday meeting was' held, 
night, Dec. 18. The decorationfi | New .officers 


brdcl business 


'J. Godwin. 


The couple 


MEN, she'll love the 
gifts you'll find here 


on 


"STAG NIGHT" 


(For Men Only) 
THURSDAY, DEC. 21st 
from 6 P. M. to 9 P. M. 


MEN — we've *et aside 
this special Christmas shop- 
ping night for you. You'll 
find us ready with helpful 
suggestions and a very un- 
usual gift collection. 


receivc'd many lov- 


ely and useful, gifts. Approximate- 
ly 150 guesls called 
appointed, houtis. 


during the 


Personal Mention 


Mrs. S. R., Hamilton is! a patient; 


Wadley Hospital,, 


who would like 


.by EUCNMCOIItNl 


How to B«y • Shirt 


For the m«n'hl your life—dad. 


husband, beau or bro(h«r —• thirl 
chosen with care and know-how i* 
always the perfect gift!. 
: 


First rule to remember: chooM 


shirts to suit his requirements, not 
yours. Does he travel • lot? What 
colors d&es^he fas-or in suits? Mow 


often ddc* he 
wear eatuil 
clothes? 


Next, know 


your man's site 
— collar and 
sleeve lehath.To 
chick sleeve 
length, have him 


hold his arm out. but slightly flexed) 
Measure from the base of the neck, 
down the back of the arm to the 
wrist bone, ' 
' 
' 
. 


Select fabric on the basis of looki, 


comfort, ease of laundering, dura- 
bility and cost. Materials that go 
into our Arrow shirts are pretested 
— uniformity of weave is inspected 
by magnifying fibers 13 times! 


This season, you'll be looking for 


heavier fabrics — broadcloth, mad- 
ras, 
oxford. Convenience of Wash 


& Wear fabrics often offsets higher 
prices. Shirts in spin-dry cotton 
(S.D.C. anil Fenway Club) are the 
newest iron-free models... Decton 
(Dacron and cotton) assures long 


DOROTHY DIX 


Tragic Death of One Child Renders 
Mother Fearful For Other Two 


WOHOEN 6RSKIN6 
""make him care what happens to 


Dear Helen: J want my kids to it. 


have a ball Mil life, and not be 
held back by a mother who's n 
square. 


We're 


family; 


Physician 
Guilty in 
Death of 12 


ctl "not guMy" totW 
queries on the first two counts of 
the indictment. On counts thrtt 
through 11 she ttspoiRted firmly 
"guilty." Then came an acquittal 
and three mote Convictions. < 


Weiner showed little reaction 


Until hear the end of the polling 
of the jury. When he left the 


A), courtroom, 
Walking 
behind 
« 


Sr NOAH MALM* 


CAMDEN. N.J. <AI>)~ Df, 


bert L. Weincr, an ostcopathlc wedge or friends nml relatives, 


Dear \ ftctcn: t refuse to take physician specializing in psychln- his Iwnd bowed, hc appeared deep' 


. 
. 
n\y family's advice, thereby cans- try, was fount! guilty Tuesday ty Upset. Ills wife fought buck 


American jng j,nr(] fec|j,,gs n|| A|Wim|, i be*;'nlght of manslaughter for the tears ami dabbed at her eyes with 


Cf\tn 
. . . . . . . . 
- .- 


a daughter wno 
nuary. Our:iVe 
Iw* 9A 1 
1 1 
)"t, om«.^i«,itr 
iwvt*.i unv (mumc'i, 
nc ^o nati nciWC ag,.CC(| not i0 change our rc- 


nil the charges, 


lie would up- 


anv avertige 


son flftjnr^-i'l^ILl' 
O 
m??clf,', a Cf""c engaged "last May to a boy'deaths of la'pnttenlsTTlc was at n handkerchief, 


wlto w 
1^ •« '«« tnl,!? n^ -who wns of dlffcnenl fftWh. Thmigh quitted of criminal rcsiwnsibility I Wclncr denied 


•eidW «nn JMMA i« Z i 
i , lwe sincerely loved one another, in the deaths of three others. 
Ills attorney said 


lived 
iwc "Si-ccd not to change our rc-| A jury returned its verdict peal. 
,..'... 
'ligions. But as the wedding day shortly before midnight, after 121 Sentence will be Imposed Jan, 
jm flcatn .was so futile. It hap-noared. he began pressing me to hours of deliberation. 
It. The maximum on each con- 


three tears ago. Hc and a join his church. This resulted -in| It ended a trial that Ircgan Ml Victlon is 10 years in jail add a 
of boys were swimming in heated arguments and my return- days ago In Carnden County Court $1,000 fine. 
fftl 
hlT ' ••' I1ttx« l»i»l rl *.*._,! 1.1.... 
> 
. 
_ 
. 
_ 
l 
t 
l 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
V 
a, gravel pit.- One kid dared him ing his ring. 
to swim all.; the wny across and 
back. He didn't make it. 


nnd 
included the testimony of 


life. 


Stitching is a clue to quality • 


•locked 


• it 


should be smooth, fliit-locked and 
closely spaced along edges of collar 
and cuffs. Neatly tapering shoulders 
?nd e.xira-wide arm holes mean 
comfortable 
fit, 
' 


For a booklet aboii' - ~n's shirt* 


with tips on fashion ai .. ^iirc, write 
to me at Cluett, Pca'body A Co., 
Inc., Dept. K, .530 Fifth Avemie. 
N.Y.C. I'll also be happy to answer 
any questions you have about men'.' 
fashions. 


Twice Convicted, 
Plans Appeal 


VVhilc hc didn't make it a con- nearly 200 witnesses, 


dition that I become a convert, I Many were former patients who 


For months 
after 
1 couldn't he did insist that our children be testified they sow dried blood on 


bear to see those other boys in reared in his faith. I broke with infusion tubing in Wcincr's office, 
swimming. But I've more or less n'Tl completely and moved to an- Nearly a score of the witnesses 


town rather than suffer were medical experts. Records <>f 
heartaches. We wound up the case filled 6,500 pages. 


enemies, 


Now, 
months later, 


The state went beyond the Ian- 


I have re-guage of the 15-count Indictment 


got over that and try not to let other 
fear rule. But our daughter com- more 
plains that she is never allowed 
to do anything she wants because I 
, ..... „ .„ „,.„„ --- ...„ ---- ........... ™..v... 


W my fear, that something will ceivcd n letter from this boy ask- {which spoke only of hepatitis, n 
happen to her. She likes a nice(i»S me to 
give him another. liver disease, to prove that the- 


boy and is wearing his class ring chance and let bygones be by- deaths were caused by serum hep- 
but, 
he drives his own car and 1 fioncs. My family thinks I should, atitis. 


won't let her ride in it. I know a '_sny no. What would you do? — 
Prosecutor Norman Heine said 


the deaths 


Prosecutor 


hc did this 


Norman 
to show 
Jot of girls drive around with boys Undecided 
_ „ „ 
„ „ 
„ 


but, 
I'm not raising them. 1 have 
Dear Undecided: Unless your were attributaBle to Wciner's use 


only one girl and she is very former fiance renounces his faith, of unstcrllc 
and 
contaminated .„.„. 
., .„, „„„.„. ,„,„.. .. 


precious to me. 1 can look upon ft will remain nn issue. Actions equipment and drugs, said to be •woman employe, according to thb 


Fire Fatal 
to 3 Laid 
to Smoking 


NEW YORK (AP)-Thc fire In 


(hc subbnsemcnt of the Times 
TowcH tlwit took t'hrco lives,, Ntf .. 
22 probably was caused by cm? " 
less smoking, Fire Commissioned 
Edward F. Cavanagh Jr. saysVi, 


Cavatiagh snid Monday that 


vcsligutlon s h o w e d the 
. 


a toy storeroom. '"A'' 
started in 


both our son and daughter \yith iRPe«k louder than words. Pressure 
pnide and feel we've done! a goodwill again be put upon him by 
job in raising them, so far. Bui!Ms people. Your only solution, if 
)i isn't as simple as it was. There V011 love him enough, is to join 
are times when I don't know the his church. If you can't, bring 
answer. 
' 
I yourself to do so, tear up his lef- 


, For instance, my son works and tcr' 
wants to buy a car, paying for il 
SAS SV.il T5 _r ,S!'V ~.»zmx 


thci cause of serum hepatitis! 


The jury foreman, Miss Clara 


Szombat, 51, a secretary,' respond 


investigation 
report, 
had 
l>oen 


smoking while putting stuffed ani- 
mals into cellophane bags. 


man twice convicted of second de- 
gree murder will appeal his con- 
viction to the U.S. Supreme Court. 


The Arkansas Supreme Court 


agreed Monday to stay its man- 
date for Lee Mode to enter prison 
while he makes his appeal. 


them, just ani 1 
sooner or 
later 
=, 
cars 
arc 


1 wrong in opposing my children? 
—Mixed-Up Mon. 


Dear Mixcd-up: Your1 Fcudonym 


is a misnomer.. .Your letter shows 


pending the outcome of the ap- 
peal. 


Mode's attorneys advised the 


court Doc. 6 that their appeal 


to send,would be based on the contention 


that Mode had been denied due 
process of law under the 14th 
Amendment. 


Mode was convicted of second 


degree murder for the fatal shoot- 


her a card or letter should, oclclre.v 
them to. .Room 502 at Hie hospital., 


Coming and Going 


Mi', and' Mrs1, Don Quirin of in8 Oct- 13, 1958, of Delbcrt Russell 


Winffate, N.C. art'ived Monday1 to'on a downtown- Conway street 
s'pcnd Christmas1 with Mr. and!Thc Jury fixccl a 21-year sentence 
MM. F., J. Burraughs1. Mr1, and Tllc slillc Supreme Court reversed 
Mrs?. Harclcl Tedfoi'd and Vivian I t'ic conviction and ordered a re- 
o'f San Marcos, 
Texas' 


hne on Thursday!. 


will! 
be 'rial- 


Mode 


Miss,' Jcnna 
Salt'ons'lall of El 


Dorado, a stuclCTit at 11STC, w;rs' 
the house gtictt of Harold Douglas 
a.nd Mr. ancl' Mrs. Frank Douglas1 
over Hie weekend. 


Maj. 
and Mrs. Max Murtphy a'nd 


diiidre'n will spend; th'e' holiday^ 
With 
his1 mother, 
Mrs1. 
H. 
C.. Mrs1. H. C. Murphy in Hope1 and 


Murphy. Maj. Murphy has; rece'iit-jMr .and Mi's, S. Dud'ncy in Washi- 
ly returned from 13 montlrs clutlyi ingtoii. 
in Okianawa and' will! go to' his' 
new a'ssignmcnt at Camp PendTc!- 
ton,, Cal'if. 


was found guilty by an- 


other jury, which again fix,ed a 21- 
ycar s'ente'nce. The Supi-cmc Court 
upheld the second conviction. 


Mode would have been forced to 


enter prison if the court had is- 
sued its mandate. 


Both trials were held at Mot-ni- 


ton on a change of venue. 


concern for the safety of 


your children. 1 agree thnt your 
14-year-old daughter is too young 
to, go driving with her boy friend 


fight, fight. No 


play! Where can I go? Nowhere! 
But 1 can't stand 
this, I'll go 


-1 lerman 


Herman: Christmas is 
Reverse your thinking, 


Dear 


coming. 
oven if only for the birthday of 
our Lord. Give each one you hate 
a liltlc present. Remind them, in 
case they've forgotten, that Christ- 


alone. An exception might be mas is the day to practice peace 
made now and then if she dou- °" c!11'(l1 £inc' U«< 
KI will to all men. 


blc dates and takes along an old- 
er person, as chaperon. 


But first, make sure the boy is 


you and your, 


Miracles' luVvo been 
lessee occasions! 


Wrought on 


a safe driver. Ask him to take 
,, 
, 
,, 
,. , 
c m 
,• 
i5CIKl 
vour 
Problem to Helen 
some given Wo).dcn Ergk,^ mn of 


place. In turn, include him when 
you and your husband are haul- 
ing the kids around in the family 
car. Set an example by your own 
sense of responsibility. As for 
your son, let ;him have the car, if 
he pays for it with, his own mon- 


The 
vcjry 
im/elslmenl1 
wil'li 


B. N. 


Tuesday 
pit'al., 


Holt' rctur'iied; iVome on 
ftom a Texai'kana hos'-i 


"Enjoy a Cup of Coffee 
White We Gift Wrap Free" 
Mr. and Mrs', Henr'y C., Mui'phyi 


Mi<, 
ancf 
MiU John Nix' of 


Dallas will arrive today for th'e 
Christmas' holidays with Mr, and 
Mrs. OWCIT Nix. Mr. and Mrs^ 
Edscl Nix and two sons; of Wdm- 


, Texas, w'ill join the' group on 


Saturday. 


Jr. 
of Tyler, 


J Friday for 
1 a 


Tex., will' ai'a-ivc 
holiday vis'it with 
Mr. and' Mrls'. Dale Woocf and 


children of Ma'gnolia will spcjid 
Christmas' with Mr, and Mrs. Wal- 
ter Locke. 


Mr. and Mrs. Kenneth Holland 


of Fayietlcville1 will arWve ThuiB- 
day to spend Chmstmas1 with h'er 
mother, Mrs, L.. R. Dildy. 


every fashionable on 


your Christmas List.., 


A Handbag,., big and bountiful or pretty and 
petite.,,will remind her for many months to 
come of your holiday thoughtfulness and good 
wishes. Select now from our Christmas collection 
of spirited designs and fashionable colors. 


$1,49 


to 


$6.95 


OVERTURFS 
FAMILY SHOE STORi 


214 S. MAIN ST. 
HOPE, ARK. 


Woman's World 


iy oCai/y fV»/>/>»»•«//. 


Christmas Gift Problems? 
Almost every family has an 


elderly person for whom they 
would like li> make Chri»tmai 


.... a little "special." 


But the grandmother or grrand- 


^ 
father usually 
~~\\^^fc. poses the great- 


«''^Hk L'st K'ft l)rob- 
Jem. " N o w 
don't give me a 
thing," they'v* 
been known to 
say,'"because I 
have every- 
thing: I need." 


Perhaps a gift of comfort is 


one of the best. For instance, old- 
er people spend more time in bed 
and generally need warmth more 
than younger members of the 
family. 


A much-appreciated gift would 


be one of the new Super-Loft 
blankets.These blankets, of man- 
made fibers, are lighter ancl at 
the same time warmer than other 
types. They are washable, by 
hand or machine. They «re non- 
allergenic. And many of them 
are priced under ten dollars.They 
are a wonderful new "invention" 
for the whole family. 


For a very special grift, you 


might want to give grandmother 
a Bridal Rose printed Super-Loft 
blanket and matching Bridal 
Hose sheets. Men and women 
both respond to color, so don't 
forget that grandfather, too, 
could be very happy in a bed 
made gay with pastel »heet| and 
blankets. 


patier. Be sure to enclose a 
stamped, self-addressed envelope. 
Helpful 
leaflets available. Write 


for "A Good Disposition." 


(Dorothy Oix is a 


re9istered trademark 


A Bell Syndicate Feature 


MATINEE 


1:00 
' 


NIGHT 


4:«S 
• MS 
THEATRE 


Regular' 
Prices 


75c - Me 


Bal. ISc • JSc 


TONIGHT LAST SHOWING: 


, !nv«4Mrt»«wwM*f...MAROtOMCHT>» 
the young savages 


An Exciting Picture 


THURSDAY — FRIDAY — SATURDAY 
THE MOST AMAZING OF AMAZING ADVENTURES 


SfORGE MONTGOMERY 


A Thousand Miles of Jungl* Danger. A Thousand Terrors • 
at Every Turn . . . Hunting for South Sea Gold I I I ! 


YOUR CHRISTMAS 


STORE IN NOPE 


Every Inch of Our Store and Windows ore Ready for 
Christmas and you. VISIT our FRIENDLY Store and 
Save on These Christmas Suggestions. 


LADIES' 


LONG COATS 


$14.98 


to 


$29.98 


BLANKETS 2 for 8.00 


Large 72x90 
Single Plaid 
6.00 Value 


> Double 
• 5% Wool 


> 5.00 Value 
3.59 


or 2 for 7.00 
4.44 


BEDSPREADS from 2.98 


MEN'S NEW FALL 


S Gifts for Her i 
W 
§ 
Luggage 
f 


Gloves 
| 


House Shoes 
| 


Lingerie 
i 


Hose 
g 


Costume Jewelry | 
Dusters 
is 


Towel Sets 
§ 


SUITS 


by WARREN SEWELL 


30.00 VALUE 
22.50 
32.50 


ALTERATIONS 


FREE 


40.00 VALUE - 


SAVE $10.00 AND LOOK YOUR BEST IN THE 
NEW DARK SHADES — WOOLS AND BLENDS 


Gifts for Him 


House Shoes 
Robes 
Pajamas 
Sox - 
Ties 


Belts - Gloves 
Billfolds 


I 
ti 
ffl.« 
A 


yyMv 
V 
VVv$ 
IVy 


6.00 
Value 


MEN'S DRESS 
» 
SPECIAL 


PANTS 
* 
MW'SfILT 


i Values to 10.98 
1 Wools and ^ 


Blends 
O 


Alterations Free 


BQYS' 


PAJAMAS 


Flannel and Broadcloth 
1 Lot 2.00 \ Af\ 
Value 
1,49 


^'S'fc^'e-.siSSSOE.glC^K^.j'S^tS^-.I^^^ 
Many, Many Other Nice Practical Gifts at Rephon's 
Christmas Start. The Friendly Place to Shop. Come, 
Browse, took and You Will Buy and Save. 


S^-V53v^5^.5>r55,5iSvi5,>r>>«,>^v>^>^ 


•• 


w 
Iy* 


HATS 


5.00 
7.00 


8.00 
Value 


GIVE HIM A 
BEAVER HAT 


four 


NO "CENTS" IN WAITING - LET 
WANT ADS SAVE YOU MONEY 


H 0 P E S 7 A R , H O P E , 
A R K A N S A S 
December 20, 


WANT AD RATES 


Ail Wont Adi or* 


W«WM but ad will t 
•»» w» taWphofw and aceomoda- 
Mo« oicouhti allowed with tf» i*»- 
•mtWMllntf tt» account It po 
*h«n itatwiwnt M fsmlsmt 


On* ttma Six dm 
Day Don Dart Mo. 
.«9 i.so 2.29 e.sa 
.8? 
1.80 2.73 100 


.00 2.20 3.20 9.90 
.10 2.40 3.60 11.00 
.30 2.70 4.10 
12.50 


.SO 
3.20 3.00 (4.00 


.60 
3.40 
5.50 15.50 


.80 
3.70 6.00 17.00 


of Wor* 
Up to 19 
16 W 20 
21 to 23 
M to 30 
31 to 35 
M to 40 
41 to 45 
46 to SO 
Initial! ot on* or more letters, 
group of tlgurei as house or tele- 
ptan* numbers count a* on* word. 


CLASSIFIED DISPLAY 


1 Time .... 1.00 per Inch per day 
3 Times 
85 per inch per day 


6 Times 
70 per inch per day 


STANDING CARD ADS 
ft 3.00 per Inch per month 


Rdtti quoted above are far ear* 


«nit!ve Insertions. Irregular or eklp 
Jit* ads will take the one-day rat*. 


All dally classified advertising copy 


•Ml b* accepted until 5 p.m. for 
publication the following day. 


Th* publisher reserves the right la 


or edit all advertisements of 
tor publication and to reject 
objectionable 
advertising tub- 


Th* Hope Star will not b* r«§pwv 


for errors in Want Adi un(**t 
I ore colled to our attention 


FIRST Insertion of od and ttwn 


<*» ONLY the ONE Incorrect InMrttorfc 
PHONE: PROSPECT 7-3431 


2-Notice 


Giro beautiful wall plaques for 


Christinas.. Plaques for any wall 
in your home; finished in wood, 
gold, metallic or colors.. Over* 
100 patterns from which to 
choose, Seei at 1012 First Sttreet 
(Formerly Foster Ave.) Phone 
PR 7-3307. 
ll-25-lmoe 


.MA'S BARBECUE will be open 


thrtough Christmas1,. Have pit 
barbelcue — beef, pork, chicken. 
Home made! pies., Turkey din- 
ner Christmas Day. Thank you. 


12-15-8te 


3 - Lost & Found 
LOST: Two Bn'ddogg. White and! 


SverT spotted. Large1 male, 5 
year§ old; female, 10 months. 
Cliff Russetf. Day, 7-9990;. night 
7-2774. 
12-aO-3tp 


35A - Hoy 


HAY: Soy Bean, Soy Boan-Grasa 


Mixed, Johnson Grass, at my 
barn at' Columbus1, on will doliv- 
er. Dannie Hamilton. 


12-6-imoc 


53B - Florist 


HOLIDAY SPECIALS 


Azaleas All Colors $3.50 Ea. 


Poinscttias $1.50 up 


Mums, Rubber Plants, 


Many Others 


Call Mrs. Homer Jones Today 


FREE PRIZES 


Drawing Each Saturday For 


Exquisite Christmas 


Arrangements 


Register Daily At 


MONTY'S FLORIST 


310 E. 2nd 
PR 7-2464 


12-5-lmcc 


HOLIDAY TRIMS 


for fireplace, entrance halls and 
walls. Door wreaths and swags. 
Sparkling 
dining table center 


pieces. Lovely gift plants — Poln- 
settias, 
Azaleas, 
and Foliage 
Plants. 


SPATES FLORISTS 


PR 7-2426 
303 S, Spruce 


10-6-3moc 


94 - Apartmenrs, 


Furnished 


For Rent: Nicely furnished or un- 


furnished a'partmonl),, 5 rooms & 
bath, adults, no drinking, 801 
East Third Street. 
«.22-tf 


102-Real Estate 


for Sole 


Five room frame) hottsa with bath; 


washten connections; large! lot) 
1017 Foster Phone PR 7-2861 
after 5 p.m. 
12-5-lmoc 


Fow Safe - 22 acres good land in 


McCaskilt, Ark. J. A. Rowland 
McCaskill, Arkansas. 
12-15-6tp 


CIO 
fofl 


Practically new three bctfroom 


home, 
aluminum sliding 
and 


screens',, wall furnace; 
at) 


West 16th. Will sacrifice, 
quick said; pay small equity! 
and assume payments'.. Owner, 
moving in' with' business1 location 
Phone PR 7-2641 to See! home'. 


12-18-Gt'c 


Jus* received new shipment of 


Redwood Planters. Morifs • Seed 
Store. 
.12-l»-3te 


69 - Truck Rentals 


RENT a new truck for moving 


furniture etc. Local or long 
distance. All furniture pads, dol- 
lies and loading equipment fur- 
nished. AVIS Rent-A-Truck, at 
PERRY'S TRUCK STOP, Hwy. 
67 East, Dial 7-9974. 
3-2-t! 


78-Business 


Opportunities 


5 - Funeral Directors 


AMBULANCE SERVICE, Burial 


Association, 
OAKCREST 
FU- 


NERAL HOME, Dial 7-6772. 


' 
' ; 
5-4-tf 


AMBULANCE SERVICE, Oxygen 


equipped, Two-Way Radio, Bur- 
ial Association, Herndon - Cor- 
nefius Funeral Home, Phone 
7-4886. 
. . . . 
6-28-tf 


21-Used Cars 


'5? Ford, V-8, 4-Dr., R & R 
'54 Chev., Bel-Air, A-l Cond. 
'54 Ford, % ton, Tip Top Shape 
•61 Dodge, 14,000 Mi. Fully Equip. 
"Wai Pay Cash for Used Cars" 
Horry Phillips Used Cars 


ll-2Mmoc 


29 - Sewing 


Machines 


SINGED SEWING MACHINE CO., 


Sates and service. J. B. Bailey, 
Buck's Fina Service Station. 7- 
•713. Write P. 0. Box 375. 


12-9-tf 


FOR RENT 


Cafe with living quarters. 
Good location with plenty 
parking. Phone PR 7-9903. 
ROSE OIL CO. 


Highway 67, East 


11-24-lmoc 


modern DX Service Station 


for Lease. Guar&ntejed income 
arid gallbnage with tease Fin- 
ancial assistance available if 
needed. Write T, D, Ellis,, Box 
156, Texarkana, or CaU 2-6113 
or 32-1218. 


The Negro 
Community 


•flftMr Hlekt 


Hiona 7-4*71 er 7-4474 


Fof The Day 


What an absurd! thing it is1 to 


pass' ever1 all the! valuable1 parltel 
o£ a man,, and fix' our! attention 
on his infirmities! — Addison. 


Calendar of Events) 
Fridlay, De'c. n 


The Highlight Staff of Yer 


High will sponsor1 a Christmas, 
Spectlacular Ball1 in Harris Gyim 
Friday, Dec. 22 at1 7:30 p.m. Ad- 


Leaders in 
Congo Going 
to Meet; 


By PETER GROSE 


LEOPOLDVILLE, 
the 
Congo 


(AP) — President Moise Tshombc 
of Katanga and Prettier Cyrille 
Adoula of the central-Congo gov- 
ernment flew to the U.N. base at 
Kitona today for new 'talks on end- 
ing the secession of Tshombc's 
rich province. 


Tshombe loft Ndola, Northerrf 


Rhodesia, with U.S. Ambassador 
Edmund A. Gullion. Adoula flew 
from 
Leopoldville, accompanied 


by 
a 
team 
of his ministers 


and U.N. Undersecretary Ralph 
Bunche. 


U.S. officials did not have much 


confidence that a reconciliation 
would result. 


U.N. 
officials said the talks 


would be secret and Bunche, other 
U.N. aides and Gullion would sit 
in, only if the Congolese; astte'd: 
them to. A U.S. diplomatic source 
insisted Gullion is not trying to 
act as mediator but is only "facili- 
tating" the talks. 


U.N. troops were reported in 


control of Elisabethville, Tshom- 
be's capital, and the defenders 
who had battled with U.N. troops 
there since Dec. 5 appeared to 
have melted away into the coun- 
tryside. The Katangans and their 
white officers were reported plan- 


resistance in the 


mission 
tend., 


is 25c. Plan now to at- 


Safurrfay, Dec. 23 
Dance! to 
music of Rogei' 


83-Wonted 


WANTED: Signed Pledge Card 


Signatures for Meyer's Bakeiry, 
Employiee-g. Also tot sale two 
used Coca Cola boxes. Contact 
office at Meyer's Brown and, 
Serve Bakery, 
9.21-1* 


Johnson arid; Ms! All Stiari Orthes!- 
tra afc the Columbus' High School 
Saturday, Dec. 23 from 9 p.m., 
until? Admission Advance $1.00; 
at! doon, $1.50. 


AnWual Banquet! Held 
The 
Garret.1 Chapel 
Baptist 


Church Annex way the1 stene! on 
Tuesday, De'c. 19, of the annual 
banquet given' for the Hope' Star; 
Carried boys' by Alex. H.. Wash- 
burn,, editor arid1 publisher1 of thtj 
'Hope Star. 


George' Stroughter1,, As'sft Coach! 


and Math instructor at! Yergerl 
High was g«e!st: speaker;.. He' spoke 
on "Education1,," and' he Said: "an 
educated person must! poss'ess1 not! 
on^' 
galne'd1 from books! 


90 - For Sole 


Grade A Large Barbecued 


barbeieuea pork stondwiches fb'oulf and" develop"that"which 
go, only 2Sc. Buck William* 
Gra & Mkt, 106 S. Walnut St 


11-20-lmoc 


FOR SALE: Go Kart. Good Con- 


dition. Gene) Jines, 1906 Pecan. 


12-l9-3te 


34-Slaughtering 


Processing 


Montgomery Market, cus- 


ilaughtering. Meat for your 


4Mp freeu. We buy cittle and 


11-tf 


| Pen raised quails for Christmas, 


$1 each. Special price! 12 or 
more. Phone1 PR 7-9990, day"; on 
7-2774, night. Clifford Russeffl. 


12-19-3tp 


CUSTOM Slaughtering, Beef or 


P«k cot and wrapped for your 
** tn~e. Contact Barry-i 
Otoeery. 7-44P4. 
7.».tf 


*• AWE dfMsing poultry, proe- 


fWtaflb** and pork, for mry. 
«M. Call MOORE BROS. 7-4*1. 


«**» Sauntering: 
Beef or 


WsTk. Proccjs&ing available Will 
bay tog* and cattte, Jesse Mor> 
III. Phone PR 7-3378. 


il-21-lmoc 


FOR SALE: Speed mobite. Sed 


at Hope Wrecking Co* West 
Third St. 
ia-19-Stp 


93 - Houses, 


Unfurnished 


For Rent: Large fivei room hbustf 


and bath, all' conveniences, % 
mite city Emits, old HJgfway 
67, East. Phone PR 7-2243, 


12-lfrtt 


101-Houses for Sole 


21-Used Cor, 


Two 3 bedroom homes for sale 


or rent. Large lot, carport. T. 
N. Belew. PR 7.4308. 
12-19-aie 


LOW 


I960 FALCON 2-Door, Rodio and Heater. 


Caood solid car 


1960 FORD Pickup, 8 Cylinder, low 


$1095 


$1250 


1958 FORD Custom 2-dcor, 6 Cylinder, Radio 


and Heater. Good clean car 
$895 


1958 FAIRLANE 500, Victoria, 2-Door, Fordo- 


mptic, Radio and Heater, White Tires 
factory reconditioned engine 
$1250 


HOPE AUTO CO 


and institutions5 of learning, buti 
experience,, common sense! and' 
the art of getting altorig 
1 with peo- 


pto and, learning to adjust! one's; 
self to changing! society:.. Family 
life,: churches! an$ schools' bring 


is! 


insiole' a1 peilson.. Education is1 as5 
much a necessity as food." 


Attending 
thtel banquet! were: 


Everett! and 
James 
Edwards', 


Harold Lloyd, and Gradyi Handle,, 
Hope Star carders';. 
Nathaniel' 


Tidfwell and! Burhettte MuWrow 
of Prescott,, Democr'ati and1 Tex- 
arkaria Gazette' carriers'; Mrs1. 
E. L. Hicks', Negro Ne;ws' writer,, 
George! (Boots1) Smith'Jr.,, Star1 
pressman' and VaWder Lloyd Sr. a 
local businessman. 


A fried chicken dinner* was1 pre- 


pared and served by the Mission- 
ary Society of GarretU Chapelj 
Baptist Church,, under1 the direc- 
tion of Mrs.'Beatrice Keel,, assist- 
ed by members of the Sr., and Jr*, 
Misjsion. 


Union Miuiort 
Thei Union Mission1 rnetetjing w'ad 


held at the St. Thomas Baptiist1 
Church' in Preiscottl, Dec, 10. Rep- 
resented. were1 GrieeW Hill1,, Shorter; 
Chapel, and, Mt. Zicn. Rev. W.. M. 
Benson was! speaker for! the oc-i 


ning guerrilla 
bush, 


A U.N. spokesman in New York 


announced' that Acting Secretary* 
General U Thant had ordered a 
cease-fire throughout Katanga for 
the duration of the talks between 
Tshombe 
and 
Adoula but that 


U.N. troops would shoot back if 
attacked. 


Most diplomats in Leopoldville 


had little hope of a lasting agree- 
ment between Tshombe and Adou- 
la. They snid the two hold un- 
alterably opposed positions and 
speculated that Tshombe might 
decide to continue his resistance 
to the central Congo government 
from exile abroad. 


The Katangah leader has de- 


manded local autonomy for his 
province, the Congo's richest be- 
cause 
of 
its 
foreign-operated 


mines. The Leopoldville govern- 
ment, running deep in the red, 
is in dire need of this financial 
support, and Adoula has shown 
no weakening in .his stand to 
downgrade Tshombe ;to the rela- 
tively minor role of a provincial 
president within a united Congo. 


Reports from Elisabethville told 


of heavy fighting around the head- 
quarters (of 
the 
Belgian-owned 


Union Miniere mining company 
Monday but Katangan troops later 
appeared to have withdrawn from 
all sections of the city. 


However, a white officer in the 


Katangan army said, "We don't 
mind. We are 
replanning our 


Management, 
Labor Split 
Inevitable 


By SAM OAWSON 


AP Business News Analyst 


NEW YORK (AP)-Among the 


issues that arc likely to stir up 
big fuss in the next few weeks and 
months is a growing split in IhJnk- 
ing between labor and manage- 
ment. It's complicated by a decid- 
ed administration interest in the 
outcome. 


You can sec the issue building 


up in s'uch actions aS 
1 railing Gil- 


ders for steel as a hedge against 
a strike next summer. 


And you can hear the issue in a 


'low of pronouncements by man 
agcmcnt spokesmen, labor lead- 
ers, administration officials. 


Some of the wordage is along 


the old lines—wages, costs, prices. 


But some of the terms they are 


using are more complex—produc- 
tivity, automation, hard core of 
unemployment, inflation and the 
cost of living, profits and the rate 
of economic growth, competition 
with the European Common Mar- 
ket and Japan in world and do- 
mestic markets, 


That is, some of the battle be- 


tween labor and management will 
be along traditional lines: How 
much pay can we get? How can 
we hold down costs and maintain 
or boost profits? How high will 
prices go? 


While deep down, and growing 


is a split over more fundamental 
issues. This is a real difference of 
opinion as to what is best for the 
country—or, as Washington would] 
put it. just how much of labor's 
objectives 
and 
management's 


goals will 
1 work to; the maximum 


good of the country. 


The turmoil is likely to get pret- 


ty loud' shortly. Let's try1 to see! 
what some of the high-sounding 
issues mean, without attempting 
to decide which side will win, or 
should win. 


The 
productivity 
situation 
is 


this: A gain in productivity usual- 
ly means that new machines or 
methods permit more goods to be 
produced with the same amount of 
man hours. The issue: How much 
of this gain should 'go into higher 
wages, how much into profits, 
how much into holding down or 
cutting prices? 


Automaiton involves productivi- 


ty. It also means sometimes that 
some.workers are no longer need- 
ed, that some haven't the skills to 
handle the new machines. The is- 
sue: Should this be corrected by 
shorter work weeks to spread the 
remaining work, by retraining 


Holiday Bilking Is An Art 


ca'sfon. 


Officers'' we're elected for the 


ne\v year as follows: President ( 
Mrs1. Min'ervia Snowd'e'n; vice pref 
sidenf, Mife Tom Scott'; secretary 
Mfs'S VerWai Scott; AsjsL Secy, 
Mrs. Jett' Wilson. 


The nextl meeting1 will,' ha hel'd 


at Shorter Chapel Church on the1 
tetond' Sunday in January. Rev., 
W. H. RUS'SV pastor; Mrs. Susliel 
Bell, reporter1. 


Cominlg 
Mrs,, Ellen Cliank tit Santo Moni- 


ca, CaliL is! tame tori (We hblidayte! 
with her1 mother, Mrs. Da'isy Tayt- 
lor and her son,, JameSs C, Cole1- 
mari and Mr1., & MrS. Fre'd' Knox, 


Misg 


Notice! 


Ha&sie Wilsjon,, dlaughteri 


08 the late Mr1, and1 MRS. Tadfe 


of Hope,, paslse'd away irt 
Mich. Saturday!,, Dele., 9, 
service wias; h'eTd! today in 


De,troitj 


OUR ANCESTORS 
byQui: 


"Admiral p««ry, if the crew sing* 'I'm Qr«aming of 


$hrtetmas' once mort i'U go nyUi'T 


laid-off workers, by waiting for 
general 
prosperity 
to 
provide 


more jobs elsewhere, as it often 
has in the past? 


The hard core of unemployment 


Js defined as the unskilled worker 
for w*hom demand1 is; dwindTirig. To 
force and older workers whose 
skills are outdated. 


The inflation issue finds labor 


and management split as to what 
causes the rising cost of living— 
steadily rising wage scales, or 
prices rising enough to keep prof- 
its rising, too. 


Labor 
charges 
that boosting 


prices unnecessarily to get more 
profits has caused the demand for 
higher wages. Management con- 
tends that profits aren't rising as 
fast as they should if industry is 
to get the funds it needs to expand 
at anything near the rate of eco- 
nomic growth which the Kennedy 
administration has set as a goal. 
The 
administration says 
the 


growth rate must be greater if 
the economy is to provide, among 
other things, more jobs needed foi 
a growing labor force. 


And even the foreigners are get- 


ting into the debate—if only as 
warning of what the United States 
is up against. 


The prospering Western Euro- 


pean nations and Japan are giving 
many U.S. companies a hard time 
selling abroad, or competing here 
at home with foreign goods. 


Management says this is be- 


cause wage costs here are so high 
that our prices aren't competitive. 
Labor says it is management's 
yen for profits—and high execu- 
tive salaries—that 
helps 
keeps 


prices high. 


The administration hopes it can 


keep the dispute in bounds—stave 
off more inflation, keep our goojjs 
competitive 
abroad, 
make 
the 


economy grow faster. 


The consumer? He just hopes 


prices don't go much higher. 


Of all the preparations to be .made in the rushed wecki.fuat 


before Christmas, perhaps the most enjoyable is holiday bakini. 
Fragrant aromas drift from the kitchen throughout the house, 
adding to the anticipation and excitement in the air. Although 
baking at any time of the year is certainly a skill, it'also>bV 
comes an art at holiday time, when feminine talehW and'crea- 
tivity can be explored to the fullest extent, Women every*h«r« 
will be experimenting with the wonderful:new, recipes introduced 
this season, as well as their own personal collections of'traditional 
family favorites handed down from generation to generation. 


Whether it be holiday cakes, cookies, or candies, chahcn arc 
that you'll be baking something this season. Keep aorrte of th«l« 
Christmas treats on hand for drop-in visitor*, and send other* 
to friends and neighbors as hospitality gifts. 


To wrap baked foods for gifts, or simply to keep thete fresh 


lor use in your own home, there's nothing like transparent house- 
hold saran This clear, plastic wrap shows your handiwork'with 
real sparkle and protects it at the same time.. 


This season, try baking individual fruitcakes in muffin tins. 


Alter cooling, wrap the miniature cakes in plastic wrap and'tie 
with a perky bow for clever individual gifts. For a "cookie candle." 
assemble a five-inch stack of large, round cookies. Wrap tightly 
in transparent saran, securing top and bottom with tape. A small 
piece of the wrap colored red with a crayon make* th* candle 
flame. Add a few Christmas baubles or other decoration* to your 
holiday wrapped goodies, and you have a handsome lift just 
begging to be given! 
* 
• 


HOURS TO KILL 


:-x-.-.-.-••.•»•»/ 


Chapter XX*||| 


Margaret dropped her hand at 


once. Better women might have 
seized 
handset 
and 
and 


Discovery of salt domes in the 


Gulf of Mexico bolster the theory 
that the gulf was once virtually a 
landlocked "dead sea," whose 
waters were saturated with salt. 
This would explain the gulf's un- 
derlying layers of rock salt, thous- 
ands of feet thick in places. 


campaign on the basis of the U.N. 
occupying Elisabethville. Believe 
me, the war has just begun." 


From Brussels, Belgian Foreign 


Minister Paul-Henri Spaak cabled 
a protest to Thant, calling the 
fighting around the Union Miniere 
headquarters "pure reprisal" with 
no military objective. 


In London, British Foreign Sec- 


retary Lord Home told the House 
of Lords that the United Nations 
faced the danger of a war in the 
Congo "which could spread into 
months and years" and that the 
U.N. role there could reach the 
stage where Britain would with- 
draw its support from the United 
Nations, 


dropped down behind the shelter 
of the bed, or sprung across the 
room in a diving tackle. Her own 
reaction1 
was1 an 
ins'tawd' palr 
1- 


alyzed obedience, because this 
woman's driving purpose was not 
to be trifled with. 


"There's an envelope," said the 


carefully 
masqueraded v o i c e . 


"Give it to me, please." 


How meticulous she was, even 


in this extremity—and if Margaret 
turned over the capsule Cornelia 
had hidden under her mattress, 
there went Cornelia's plea of self- 
defense. There went Cornelia. 


Fever gave Margaret a clarity 


;he could not have achieved un- 
der oilier circumstances. "1 don't 
know who you are or what you 
want. The only envelope I've seen 
is in the 
top drawer of thai 


bureau beside you. I can only 
warn you that there's no money 
here." 


The voice said out of shadows, 


"You get it for me, and I'll tell 
you if it's what I want. Be very 
quiet, because we don't want to 
wake the child." 


Carefully,. 
Margaret 
moved 


around the bed and across to the 
bureau. 
In 
the 
darkness she 


hadn't seen a gun or any other 
weapon, but she was as conscious 
of one as she had been of a pres- 
ence in the room when she first 
entered it. She said as she pulled 
open 
the 
top drawer 
of the 


bureau, "I can't see very well, 
you know," and a flashlight beam 
—Hillary's, that she had dropped? 
—came on instantly. The piled 
wedding photographs turned to 
sheets of blind gold as she toppled 
them, pretending to grope be- 
neath. 


She whirled, saying frantically, 


"It was there, I put it there," and 
tine! sud'denrieis's of liter- movement 
shot the flashlight beam up and a 
little back. 


Furious gold-carved face inside 


a loose and shielding scarf, pale 
eyes icy under bleached but still 
perfectly arched brows—not Miss 
Honeyman at all. The flashlight 
snapped off, and Margaret could 
almost have cried out with 
childish horror of being left in the 
half-dark with Mrs. Foale. 


Give it to me," said Mrs. 


Foale. Without a pretence at Eliz- 
abeth Honeyman's deep arrogant 
voice, her own was hard and flat 
and rather high. "The medicine. 
Philip told me he thought she had 
hidden some." 


M a r g a r e t 
couldn't 
move, 


couldn't 
speak. 
The 
transition 


from Mrs. Foale dead in the stor- 
age room, another of Philip's vic- 
:ims, to this woman who gave an 
impression of springing at her, al- 
though she stood statue-still, had 
left her hollow and cold with 
shock. 


Although she would have had to 


ceep out of Elizabeth Honeyman'* 
way, because hatred had a sure 
recognition of its own, this wom- 
an would have been safe any- 


where else. She had lost weight, 
altering the contours of her face, 
and the dark bangs had become 
brushed-across blonde hair. Her 
skin had looked white in the snap- 
shot; tan make-up., made;.. a, ,s.ur 
prising difference. Add high heels, 
and a small plumpish brunette 
woman who was supposed to be 
abroad could even register, at-one 
of the motels in the town. 


"I said; give it. to me," said 


Mrs. Foale sharply, "I heard: her 
just now. She killed Philip, ,-and 
she isn't going to get away with 
it." 


It was more than that, thought 


Margaret, crystally alert, more 
than hatred for the woman Philip 
had married and who might be 
held responsible for his death. 
Philip would never have run the 
risk of acquiring poison himself, 
so Mrs. Foale had done it for him. 
With something as concrete aS the 
capsule, the police would pursue 
that point. 
' 


Without it, Margaret's tale of 


attempted murder would seem to 
be simply the desperate defense 
of a sister. There would be noth- 
ing concrete behind it. 


"Was she to let Philip kilb her 


instead?" 


Mrs. Foale said contemptuously, 


"You and your sister were both 
fools to think that Philip was in 
love with either of you. I want 
that medicine now." 


"I don't know where^" 
"Then you'd better find out. I 


have a gun," said Mrs, Foale, 
"and I'd just as soon go and get 
that child out of bed." 
• 


She'll have to shoot me, thought 


Margaret blindly. People would 
think it was suicide . because I 
couldn't face what Cornelia had 
done. But can I stand by white 
she shoots Hilary? Can I betray 
Cornelia, who is going to need ev- 
ery scrap of help she can get? 


Mrs. Foale broke out of her im- 


mobility in the corner. ' Without 
drama, the more dangerous' be- 
cause of the grotesquely bunched 
skirt and trailing scarf that al- 
most hid the gun in her hand, she 
walked toward the door. It .was 
pure bluff, of course. She would 
hot aim a gun at a sleepy eight- 
year-old girl and pull the trigger. 


"Wait," said Margaret shaken- 


ly. "I'll get it for you,'' 


Mony Concer 
Potients Cured 


NEW YORK (AP)-Thc Memo- 


rial Sloan-Kettering Cancer Cen- 
er says 33 per cent of all cancer 
patients are being cured today 
and it's possible that percentage 
soon may be increased. 
\; 


Increased research, new surgi- 


cal, techniques, improved radia- 
ion control and development of 
chemical treatments were cited 
as important advances in the war 
on the disease. 


"How far medical science has 


moved toward the complete con- 
rol of cancer can only be esti- 
mated," Dr. Henry T. Randall, 
medical 
director 
of 
Mcmorif] 


lospital, said Monday. 
Randall's estimate of an actual 


33 per cent cure rate refers to pa- 
ients who had experienced no re- 
currence of the disease, a spokes- 
man said. 


Arkansas leiads all other 
, 


in the union in the production of 
diamond^, banite!, bauxite, syenifc 
arid novatuMte. 


Newburgh 
Loses to 
Politicians 


KEWfctmGH, N.Y. (AP)-The 


Mate of New York today won^ 
Court battle to obtain a permanent 
injunction 
against 
Newburgh's 


tightened 
welfare 
regulations, 


which stirred a nationwide contro- 
Vef#. 


Supreme Court .Justice Robert 


ttoscher filed a decision overturn- 
ing 12 of-the 13 points in the city 
plan. The program, among other 
things, would have cut off relief 
payments to women continuing to 
have 
illegitimate 
children aO 


able-bodied men refusing to work. 


The lone regulation permitted to 


take effect requires able-bodied 
recipients to report to the Welfare 
department once a month. 


Newburgh instituted the crack- 


down in an effort to cut down oh 
welfare expenses and taxes. When 
it Was announced by City Manag- 
er Joseph Mitchell, he said wel- 
fare expenses "totaled one-third yf 
the annual $3-million budget fU 
the city of 31,000. 


More than half the relief money 


comes from state and federal 
sources. In its court action to halt 
the city move, the state contended 
that the new regulations violated 
state and federal law, and could 
bring a reduction in federal Wel- 
fare funds for the state. 


Newburgh dnicd there were any 


laW Violations. 
f 


Sent Her Shore 
of Food Stock 
l 


WHITE PLAINS, N.Y. <AP)- 
Srnest Kirk, a stockbroker, re- 
ceived this letter: 


"Dear Mr. Stock Man: I heard 


Mom tell Dad she would like a 
stock for Christmas. So if you 
lave an old used one around could, 
have it for Mom? Find my dol- 
ar to pay for it." 
It was signed by Meg McMor- 


row, aged 8. A dollar was ef 
closed. 


Kirk mulled it over. Then he 


sent her a share of General Foods 
o the girl, along with her dollar. 
General foods closed on the New 


York Stock Exchange Monday at 
93%. 


Declines Comment 
on Strategy 


WASHINGTON 
(AP)-A 
De- 


ense Department spokesman has 
leclined to comment on a pub- 
ished report that the Kennedy 
administration has switched to a 
trategy designed to spare Soviet 
cities in case of nuclear war. 


The Washington Star in a copy- 


right story Sunday' said' such a 
hange has been made in Uf' 
fanning. The decision to avoid 
tilling millions of civilians, the 
story .said, is an effort to deter 
n enemy from klling millions of 
Americans. 


Things Crawling 
Around Berkeley 


BERKELEY, Calif. (AP)-JuH- 
s Bierbaumer is convinced thW 
hings are crawling around Berke- 
ey. 


So do the ladies at the Berkc- 


ey post office. 


A box of Florida' chameleons;, 
ddwssed to Bierbaumcr's pet 
hop, broke open Monday causing 
much shcreechin'g a'nd1 scrambling' 
t the post office. 
Bierbaumer 
was 


ame running with called. 
He 


a net 


»lped catch 45 of the slithery 
ittl* creatures. 
He insisted he had ordered 109. 


Manitoba, Canada, is only 2 pel- 


cent pure prairie. It is mostly 
orest and lake-splashed rocky 
uplands. 


W« wish to acknowledge with sincere 


thanks (to kind fxprfssipns of 
sympathy. 


your 


Th« Mi*ch«l! (6utth) Kidd Fomlly 


fedncidgy, December 20, 
1961 


Moke Mirti Moiie 


ACROSS 


1 Kind o't drum 
S Musical 
measure 


8 Melody 
12 Bread spread 
13 Age 
^'Operatic sola 
W> One who 


(suffix) 


16 Some 
i 17 Gasp 
! 18 Singing voice 
i 20 Heaps 


< 21 Office holders 
; 22 Preposition 
;23 Heavenly body 
<2« Thoughtful 
: 30 State 
'31 Bound 
32 Light brown 
33 Butter portion 
34 Affectionate 
f 


Transmit 
Component 
Arrives 


39 Goddess of 


infatuation 


40 Winnow 
41 Kind of velvet 
44 Salad plants 
48 Portent 
49 Distant 
50 Baked clay 
51 Reside 
52 Music is an 
53 Landed 
54 Eye 


suggestively 
55 Assent 
fjMusical 
directions 


'DOWN 
1 Stud 
2 Quartet 


member 
3 Ooze 
4 More regretful 
5 Vegetables 
6 Italian river 


. rhammtlf 
• River in . 


Soviet t/hioft 


10 Baseball team 
11 CoiMumM 
19 trisect 
20 Body of fratef 
22 Nourish 
23 Ness 
24 Egg-shaped 
25 Allot 
26 Measure for 
liquids 


27 Entry In a 


ledger 


28 Weather 
indicator 


26 Finishes 


CARNIVAL 
ftYBicfe f uniif 
'USHOOHDOH 


***** t» frfti&fi 


43GlactiisnoW 
44 
45 ImmltUr* to* 
38 Vehicle 
40Dodg* 


31 Melodic sound 
41 Voting ll«t 


46Bfitl»h efrtylst 
47 Oefeibtt bridge 


ALLIYOOP 


POOR jEFFtRSOU..A TOO BAD HE COULDN'T 
LOOKS UK6 HE'S 
HAVE STUCK ARCUNt? 


SURE SLAP TBE / AN' BEEN A MASCOT 


IE" AGAIN!/ FOR W BOOLA 


BUT.TMSN HE'S 
vrtmt Me... 


JtMTNDT CUTOUT 
rou 


S) 1K1 by NH, Inc. T.M. A*. U. 


CAPTAIN IASY 
"Quigley's finally making something useful with it—a 


box to put the sawdust- in!" 


8UT OM1TH1NC. \tUT 
. 


OOTTA WMIt- Wt't *«SNT 50 
NEWSPAPER ENTERPRISE ASSW, 
SWEETIE PIE 
By Nodine Scltnr 


By KaUOtann 


HONl 8USTBR JU6.1 


By Chic Youflj 


THATSA 
WORKMAN 


WHAT'S ALL. '-k USING 
I 


THAT RACKET,/AN AIR < 
OUTSIDE? r—'VHAMMEP J 


WELL.VOU GO OUT 
THERE AND TELL HIM - 
TO QUIET DOWN " 
HE'S TOO 
NOISY 


PRISCILLA'S POP 


SEE YOU 
TOMORROW, 
PAU 


SEEMS I'VE 
GOT. 
TMlNS/j- 


"That sign is misleading! They don't need any 


little actors!" 
NIGHT, 
POP/ 


C 19«1 by HE*, Inc. T.M, B«ir. U.S, P.O Olt. 
YOU HAVEN'T TOLD 


WHAT YOU WANT 
FOR CHRISTMAS! n-. 
I'm sorry my homework is so wrinkled. My father 
SIDE GLANCES 


stepped on it while he was changing channels!'' 
By Golbraffli 


FRECKLES AND HIS FRIENDS By Merrill Blotte 


WILL HAVE NO DESIRE TO 


GUZZLE SWEETS-"NO PESIRE-- 


SHORT RIBS 
By Frank O* 


PERCENT PO VOL) 


KNOW WMAT 1HW MEANST 


YOU WILL. BECOME 


ENOEfc^- 
SLENPER, 


I ^AAC>E IT EFFECTIVE" 


STARTING WITM 


YEAR,/ 


OUT OUR WAY 
By J. R. William* 
OUR BOARDING HOUSE 


CW.' FOR WV -DDT SIP YOU OERMOOsc 
ESSORS YET— VOT? LOOK/FOUR 
ROM CHKI5TMAS EEF ALf?EADV UNO 
OO |«TO 600UDTM>T MY OTHER. 
00PII.S UNO PLAVCMRlSTMA&KAf^LS. 
CM/VOO kMOV^ MOT YOU BLAY? ALFUM 


® IMI.fcyJWA, In^ T.M. Bi«._U.S. P«. OK. 


I've got to have a better campus car, 
Dad. 
Status- 


wise, this one outs me down with the professors!" 
® 1MI by HC«.>c. T.H. R?;, U.S. PH. OK. '' "J2-2Q 


ei-AY HOP SCOTI-flMD MIT DEK 
:£&T, OR LEAP TOO.O oVeR t>EK FIRB 
'LtJss/ 
MORTY MIEKLI 
By Dick Cov«W 


WINTHRCF ... 


NOT60IN0TO6ML 


V9UA0AIM 


BUTTHB ANNOUNCER ^IPTHAT 
ANY MP 
WHILE THE CjOMMEfSOAL-1^ ON 


UN-AMERIGO/ 


6UCH A <3ee4T FAN OF 


COMMERCIAL 


BORM FIFTV VEAR& TOO 500W 


THi STORY OF MARTHA WAYNI 
By Wilson Scruff* 
BUGS BUNNY 


THELMA, WILL VOU 
OWP 8Y TU6 SHOp 


VOU WERE SPLENDID. VOU 


VOU HOME, IBBf BLUFFED AS COOLLY AS AWV 


KWEKBOAT 
/ STOP TH'TRUCK, 
( 
RAN OVfR TH' WHEEL8ARKOW 


V 
BUSTEP IT,YA CLUMSY CLUCK 
•00 -W 
UKItOAP 


THg 


PAPERS WZ«UTT||46 ME TO I E16HT. 


tot* 
MX 
HOFI S T A R , MOM, A R K A N S A S 
JO, 


Hope Beats 
Guernsey in 
20utof3 


By VINCE POSTER 


Hope1 took two 
outi of thfcc' 


game's fiom Gucnij'c'y Vast' night 
a';! thc ?cnioi< girl? pulled out a 
42-41 victory1 in O.T. The junior^ 
girls edgc'd the hosls 30-29 and 
the "B" tcam ended 
1 up on tli'e 


fhc-rt end of a "run. shoot antlj 
holler1" type game by tho score 
of 74-51. 
i 


The' La'dy Cat? (failed 11-10 at, 


the end of (he fh'st quarter and 
tbt-n 18-lfi at the half. They edged, 
out ahead' 29-2S. ?cing into the 
fina* quarter, hut tlie score was1 


ticrf 40 all at the buzzer. At the1 


end of one' ovc'itime period, the! 
Lady Cats had taken thc'ir 
1 first i 


win of the year 42-41. Mclba CaF-| 
houn was high for Hope with 19; I 
LC.KV Calicutt had 1C. and Janice 
Lloyd took 7. Rosenbaum led the 
losers: with 29. 


The Junior1 Girls' trailed 14-11 


at the half, but cased out front 22- 
21 going info tlie final period 
The' teams scored 8 each in that 
period but Hope had the e'tfgc 
30-29. Annette Hatfield was high 
with 15, giving her 48 thus' fan 
in the season. Shirley Smith sank! 
10 fast night and has 61 for the 
yc'ar. Also scoring last night' was 
Whitten with 3 and Martin with 2, 


The Guernsey Sn. boy* jumped 


to a 17-9 lead after the first eight! 
minutes and stretched if to 47-16 
at the hall The "B" squad out- 
scored them 15-9 in the' third 
pet led and 19-18 in the fourth but 
the 31 point lea'cr at the half wa&j 
too much to overcome. John Way-1 
ne Hughes was high for Hope 
with 9, Wassell and Thrash had 
8 cJach, Reinhaidt and Mamim 
had 6 each, McDowell and Brown 
scored 4 each. Sprague took 3 and 
Jone's scored 2. 


Guernsey had four boy's Scoring 


double figures. Stephens with 23, 
Hawley with 13, Self 11 and Far- 
mer with 10. 


COME OUT FIGHTING—In a battle of towering basket- 
ball players in Honolulu, Gene Conley, left, of the Wash- 
ington" Tapers scuffles with Hawaii's Fred Sawyer, who 
also stands six feet eight inches. Conley, the oft-traded 
major league baseball pitcher, suffered a broken hand. 


Fight Results 


By THE ASSOCIATED PRESS 
Boston — Tony Demarco, 147. 


Star 
Hope 
SPORTS 


State's Top 
'61 Athletes 
Are Named 


Sy WICK TEMPI! 


LITTLE ROCK (AP) — Great 


individual performances highlight 
'c.d Arkansas' 1961 year in sports. 
Lance Alworth, Powell McClcllan. 
Don Saner and Richard Sikcs 
wrote their names indelibly in thc 
state's history book. 


Alworth's runnnig1, kicking! and 


pass catching led Arkansas' Ra- 
zorbacks to their third straight 
share of thc Southwest Conference 
title and into the Sugar Bowl 
against Alabama. 


McClellan was named Little All- 


America as an end after leading 
Arkansas Tech to 
its 
second 


straight Arkansas Intercollegiate 
Conference football title. 


Saner, the. Little Rock Travelers' 


first baseman, led tlie Southern As- 
sociation in batting with a .349 
average as his team finished third 
and won the attendance trophy. 


Sikcs went forth from Spring 


dale and the University of Arkan 
sas to win the National Public 
Links golf tournament and estab' 
lish himself as a rising links star. 


And there were many other big 


names in a colorful year. 


Backs Jack Thompson, Bill Cole'-jhe Sugar Bowl-bound Arkansas 


and Joe Jones led Fort Smith's Razorbacks held their final prac- 
greatest high school football team t,ce at home Tuesday and .were 
to the Big Nine Conference title warned by Coach Frank Broyles 
and The Associated Press state they .will be facing "the toughest 
schoolboy championship. 
'team in.the nation" New .Year's 


Two all-around 
athletes, 
Bill rjay. 


Gray and Ken Hatfield, paced Hel-j Bl.0yics issued the team football 
ena to victory in thc Class AA-AAA'shocs and. dirccted .the squad to 


Dequesnels 
in Spotlight 
Once More 


By SHELDON SAKOWITI 


Associated Pf«s Sports 


BIG SPLASII-llcadcd for the clubhouse alter a wet 
elated they don't even notice the water. They beat Navy 
Boys 
game 


Hogs Wind 
Up Final 
Scrimmage 


,-Am 
< AP) - 


Miss Tonnemoker 
on Ouochito Team 


Chosen for 
1 the girls; basketball 


team at Ouachlta Baptist) College1 


the! Tigerett'es,, wa's' Violet Tonner 
makeiir at Hope. MiSs Tonnemakep. 
is a 1961 graduate of Hope High 


a fitehman at ouaehito. 


She lettered four years in high 


School1 basketball and was a'n. all- 
districti guarti in her' sehiorl yc'ar. 
She' is 
1 the daughter of Mr., and 


Mrs, Date! Tonnetnakelr o£ Hope. 


state basketball tournament. 


Clyde Rhoden closed out his 'run as much as you're now 


running while you are home." 


Thc Razorbacks meet the Crim- 


Alabama in 
Second Good 
Work-Out 


- 
„ 
T . 
TUSCALOOSA, Ala. (AP) - A 
Boston, knocked out Don Jordan, iforecast for clear skies today gnvc 


Los Angeles, 2. 
(Alabama's bowl - bound football 
'Houston, Tex. - Cleveland i \ViI-. team jts second chance for a good 


San Diego 
and Houston 
for Title 


BY CHARLES GREEN 


basketball career at the Univer 
jsity of Arkansas by setting a 
reer 
the Razorbacks, 661 points. 


'. 
The most' tfa'gic cvenl! of the . » • , , , 
. 1 
i 


year was the death of J. P. Love- the Ncw Year s ** classlc' 
lady. Arkansas Tech's basketball 
great, three games before thc end 
of his senior season. He was in- 


South State 
Moves In to 
Win Column 


By THE ASSOCIATED PRESS 
'Arkansas 


The dashing pukes of Duquesne, 


once a perennial tournament en- 
trant but relegated to lackluster 
seasons of late, again are bidding 
to regain their stature among col- 
legiate basketball's elite. 


I Undefeated 
Duciucsne, 
ranked 


seventh in the current Associated 
Press poll, knocked ninth-pegged 
St. Bonaventure from the list of 
the unbeaten Tuesday night wife) 
a 74-57 victory at home. 


The Dukes from Pittsburgh post- 


ed their sixth straight triumph 
while the injury-riddled Bonnies 
suffered their first setback in sev- 
en starts. 


The only other member of the 


top ten to see action in a relative- 
ly light night of activity was Pur- 
due, No. 8. The Boilermakers, be- 
hind a 30-poinl harvest by AV,- 
America Terry 
Dischingcr, pW- 


ished off Nevada 91-59. 


Purdue boosted its won-lost rec- 


ord to 4-1. Thc Boilermakers' only 
loss came at thc hands of thc 
Wichita Shockers, 71-08. Wichita 
snapped second-ranked Cincinnat- 
t'i's1 27 game! winning staiin Mon- 
day night. 


Duquesne led all the way Tues-. 


day night against the understaffed 
Bonnies, who won the 


Confer Fcstival 


Basketball 


cnce ' basketball winning column 
Tuesday night by beating College 
'of the Ozarks handily, 71-60. 


Jerry Meyers' .sharp shooting 


netted 33 points to pace the Mule- 
riders' first AlC victory of the 


Arnold was high for the winners 
with 18 points and Mike Rice 
added 17. Sophomore Miles Aiken 
was 
the 
St. 
Bonny 
standout 


with 20. 


Purdue used 18 players in its 


intersectional conquest of Nevada, 
the Far Western Conference cham- 


Arkansas Basketball Scores 


By THE ASSOCIATED PRESS j 


COLLEGE 
; 


llcndrix GO, Arkansas; A&M 48 
Southern State 71, Ozarks 60 
East Texas Baptist 81, Hender- 


son 57 


HIGH SCHOOL 


Blythcvillc 58, Lcachville 44 


inside again by cold weather asj Little Rock Central 45, El Dora- 


elated Press, at New Orleans in 


: Tuesday the Porkers held a hard 
running . session arid were forced 


young- season. 


The .Mountaineers led .most of, 
rollback's 
a^SiSS^IZn points were tops for Nevada, 
State moved into a commanding ^se-^rd now -^ ^ 


made Memphis State its seventh 
straight victim with an 83-71 ciaw- 


lead and never faltered. 


!At_ Conway, Hendrix had 
an 


jurcd in an auto wreck and died temperatures hovered in the low do 44. 
a week later. 
20s. 


Arkansas football' Coach1 Frfcnk 


Broyles earned the title of wizard 


Broyles. said his hew backficld 


coach, 'JBi.IL Pace, ;will .arrive Fri- 


HOUSTON (AP) — 


of the Ozarks as he masterminded day and would 'help coach during 
a third straight' 8-2 season for 
1 thc Sugar Bowl game. 


his 


College Basketball 


_ 


easy time in romping over Arkan- 
sas A&M 60-48. The Aggies went 
ahead toriefly ; in the second half 
but then cooled off. 


ing of the Tigers. The visiting 
Bulldogs broke the game wide 
open early in the second half to 


Jt U.CM c^-cu «» 
. 
h 
d M mphi 
Slale its sccond 
Larry.-Fincher. took scoring hon- 
' 


ors \yith 19 for Hendrix . while 
Solon \Moblcy netted -14 for the 
losers.\ 


By THE ASSOCIATED PRESS | | ln'{ a. non-conference battle, Hcnd- 


East 
' 


loss in seven games. 


Cornell, on the East Coast, and 


Santa Clara on the West Coast, 
kept their records unblemishfp. 
Mike Berger collected 31 points as 


liams, 200, Houston, knocked out) 
fe 
t in near, 
threc weeks., 


Jim Wiley, 190. Philadelphia, 1. 


Fresno, Calif. — Neal Rivers. 


.The Hogs are'the: pace joined the Arkansas staff, 
wuus.uiN i«r, - 
0*111 "<^»:sccond tcam in swc history to'{rom Kansas to rcpiacc Haydcn 


and Houston meet for the Amen- shan, |n ^ st[.ajght utles Tcx-£™w^Spted the head coach- 


as A&M did it in 1939-41. 
;nff 4,,h at Southern Methodist. 
can Football League champion- 


175, Las Vegas, Nev., outpointed 
Pean Bogani, 175V->, Fresno, 10. 


Notional Hockey 
By THE ASSOCIATED PRESS 


Tuesday Results 


No games scheduled. 


Wednesday Games 


Detroit at New York 


Thursday Games 


. Chicago at Montreal 


* Detroit at Boston 


.ship Sunday, and the Oilers can 


Coach Paul Bryant looked to|just be tnankflll Billy Cannon took 


care of the skeptics. 


ing ^ at Southern Methodist. 


Alworth was named All-South- 


west Conference for the second 
straight season and for the second t0-the top of the conference scor 


The Heisman Trophy winner year le£i t)1e natj0n in punt re- jng race,: 


chilly temperatures to help put 
more snap into the practice than 
2s«AS-ift 
«• K 


I against Texas A&M in the play of 


\tf\c 
vtao 
fhn VPTP 
lilt: yedi . 


,„-•« « 
ini^^-^WW!?8/"111? Co»™ll whipped Rochester 72-61 
Duquesne 74, St. Bonaventure East'. Texas 'Baptist College at, _ .,_ ,..„,,'„', ^ c...,,_ „,„..„ 
7 
; ' Marshall, Tex.> 


. ». • , - •>- 
i 
WATA nlavnff 
"inrl 
™ 


. 
., 
, 
,, , 
, 
., 
. 
• 
- 
. 
navn 
"inr 
pnoor*; 
they haven t had a uniform on m bench early this season bccause| A&M Ied 7.6 and Arkansas had™ f«t round of the national 
a while and they did better as Lou Rymkus, then coach of the third and 10 on its own 10, with J"'*™ j,1™ round Ol "«. nauonai 
they went along." 
joilers, said he thought it might four minutes left. Alworth passed,10"' J ,^ won thc Bi 
Ninc 


The practice was just a week help Billy play better football. 
|36 yards to Paul Dudley and quar- 'Con[erencc „;„„ scnooi Basketball 


later than Bryant had hoped toj But Cannon responded. When terback George McKinney took up tjt,e faut had ^ takc a back scat 


. F.ordham 67, Columbia 59 
Cornell- 72, Rochester 61 


South 


Mississippi State «3. Memphis 


State 71 
. 
•'...-." 
. : 


Georgia 78, Florida 72 (ot) 
; 


Midwest 


Purdue 91, Nevada 59 ' 
Detroit 71, San Francisco 53 
Northwestern 65, Colorado 64 
Tulsa 68, Santa Barbara 64 
Depauw 85, Bulter.69....' 
Creighton 85, South Dakota 59 


; 
Southwtst 


Rice 71, Vandcrbilt 64 
Texas Tech 70, Oklahoma 42 


.<ThdrBaptists\held; a 44-33 half- 
time'lead'and stretched thc mar- 
gin wider as the g^me progressed. 
Spahn Named 
Velterdii of 


By THE ASSOCIATED PRESS 
' • " 


or Us fifth straight. Santa Clara 
turned back Hawaii 67-53 for the 
econd successive night and boost- 
ed its slate to 7-0. 


Elsewhere: Kendall Rhine's 21 


points powered Rice to a 71-64 
verdict over Vandcrbilt; Texas 
Tech used a second-half spurt to 
wallop 
Oklahoma 
70-42; 
Rich 


Falk's field goal with 13 secoiLd 
to go gave Northwestern a 65-64 
squeaker over Colorado; Georgia 
outlasted Florida 78-72 in over- 
time; Detroit's five starters hit 
double figures as the Titans beat 
... 
. r* 
.' • if- 
• i 
f OUUU1U UKUlUb US UIU HUIllS Will 
Warr^ Spahn, the p r i d e of San Francisco 71.53; 
Forfjham 


Milwaukee, who, became, the sev- 
enth major:leagye pitcher in base- 


When to Fith or Hunt 
Solunor 


Tables 


|y John Alden Knight 


start on drills for the Sugar Bowl Wally Lemm took over for Rym- a 90-yard touchdown drive that to C[ass AA Hc,ena and Harrison ico 72 
game with Arkansas. 
]kus in mid-October, Cannon start- gave Arkansas the 15-8 victory at in the state tournament,' with Hel- 


Heavy rain curtailed drills early'ed a running binge that led him the turning point, of its season. _ :ena w;nning 


New Mexico State 76, New Mcx- ball history to win 300 games, 


Far West 


Washington State 69, 
Fresno 


last week and then a virus put to the league's rushing title, a| Another great Arkansas Tech|: Nettleton 
D'paccd by the great St^tc 


i 
_ f .1 
i 
j 
i 
i A 
» • 
'. 
' 
.. 
i 
i 
1 - 1 _ n__ ...n«i 
on i 
nn«l utmilrl Knt jrt 
* ^ * v » 
** 
» • 
r**« . 
tf 
, . 
o 
Vnii 
part of the team to bed for a day 
or two. 


,The scheaule of Solunar period 


one-game rushing record and a tie team went 8-0-1 and would have Jerry Roojj and Valley Springs 
for the most touchdowns in one had a perfect season but for tne won the 
< 


Linebacker Elbert Cook was the game. 
year's biggest upset-a 6-6 tie by tit,es in 


only player still retaining some) Cannon is only part of thc story ^..Oua.ch.lt£' Tech d°m'".?d state ton 
signs of the virus. He worked out of 
Houston's 
nine-game 
surge statistics, but Ouacnita s BUI Kicn- ^mk gej a tourney scoring record 


briefly Tuesday in sweat clothes from- the bottom to the top of the a™*;011 passed vj yards to Buo fl{ 144 points The p)kn was so 
,qu3"f f°r successful that it probably will be 


won the Class A and B basketball 


. . 
.. 
... 
„ . . . . .titles, in the first 
simultaneous 
lowly Ouachita. Tech dominated fi,a)<i tournaments • ,„ Littlc Rock. 


while other players wore pads. 


The Tide's third and 
fourth 


league's Eastern Division. 


, 


lDoolev '" 
. 
u 
The Oilers set several records the tying touchdown ...Tech already jpermanenti 


Minor league baseball may be 


. 
J U I 
. 
. 
. . , . . . . . . - . - ...... « 
........ 
. 
•s printed below, has been taken teams got jn SQme contack work in..iining up the title rematch, and.had won the AIC title. 
from John Alden Knight s Solunai during the practice but Bryant some of the marks are goodl Arkansas State wound up with d { ng elsewhcre , but jn Arkansas 
Tables 
Plan your days so that decreed no rough stuff for his first-enough to be records in either pro a poor 3-6 record in Coach King. ft, stiu 
,lai, The Travelers 
you will be fishing in good tern.,, 
jte ,„ 
. ,d th t 
, 
.Block's second year, but showed . . 
. 
th Southern 


• l_ 
t 
** UU1U Q 
you wish to th 
f. ° 
ltle IlrSt 


get someone hurt, it being 


league. 


The defending AFL champs are;Promise 


Santa Clara 67, Hawaii 53 
Portland 53, Chico State 48 


the first team in the AFL or the Players, including freshman full- the second strajght yea,. u wag 


"The field is still awfully slow," |National Football League to gain hack Dick Martillo and junior fl drop -from mm jn 1%0 
, 
and even doing no more than 6,000 yards in a single backs Sammy Weir and Donnie jn tracki gtate Teacnei.s set sjx 


ing these times, 
find the best sport that each 
lias to offer. 


The Major periods are shown in 


bold face type. These begin at the 
tone shown and last for an hour! 
A* Th? mino^neSf SOOT'turned to limited duty after under-yards Houston gained on passes.! After four years of trustration, 
after. The mrnor periods.shorn ^^ gurgery {o ^^ & b^n ^ Qther ^^ jn ^ ApL ^ NpL Fort Smith Hlgh School footb „ 


drew 136,000 and won the Southern 
Association attendance trophy for 


Pro BasKetball 


NBA 


Tuesday Results 


.Syracuse 124, Detroit 111 
New York 128, St. Louis 111 
Philadelphia 17, Cincinnati 110 
Los Angeles 104, Boston 0 


Wednesday Games 


Los Angeles vs. Chicago at De- 


was named the'veteran athlete of; 
the year for 1961 today. 
j 


The brilliant 40-year-old south-' 


;>aw breezed to victory in an As- 
sociated-Press poll pf. 251 sports 
writers, randbrbadcasters. He won 
olit over ;si|ch ;other oldtimers as 
Archie ;Moore|; the partial light- 
heavyweight 
boxing 
champion; 


Stan 
Musial, i baseball's 
elder 


allied in tlie sccond half to hand 
winlcss Columbia its sixth setback 
in a row and Pcnn Stale inflicted 
.Syracuse with its fifth straight 
lloss, 53-44. 
(" 


Fireworks Blast 
Kills One Person 


BOGOTA, 
Colombia (AP) — 


Stores of Christmas fireworks ex- 
statesmani^erry B a r b e r , top loded , 
chain 
u 
M 


PGA titleholder and New York 


he added, 
, 
i 
more than they did Tuesday will season. The Oilers picked up 6,288 Dunstan. State kept on its program AJC records in winning the state Cencc- u< ll 
take a lot out of them." 
|in 14 games. No team in either to go big time with another with- mfcet_ and Ljt(l6 Rock ce'nti'al as1 


Philadelphia at Detroit 


Thursday Games 


New York vs, Boston at Provi- 


two hrjuMthereVl Fullback 
Mike Fracchia 
re-^league has ever matched the 4,392 ering schedule. 
iwo nours, inere-|turned to limited duty after under.jyards Houston gained on passes. 1^After four years of frustration, 


in regular type, are of somewhat 
shorter duration. 


Minor Major Minor Ma|ti 


(nose received in the Auburn game 
Dec. 2. 


Wed. . 
Thurs. 
Fri. . . 
Sat. . , 
Sun. . 


A.M. 


. 4:00 10:15 
. 4:55 11:10 
. 5:50 11:55 
. 6:40 12:25 
. 7:30 1:15 


usual dominated the high school 
scene, sweeping 
the Big Nine 


meet. 
has scored more than 500 points Coach Bill Stancil put together the 
In go,fi Doug Sandevs won the 


in one season. Houston scored 513. wining combination that went 10-£ Hot Springs Open and Richard 


End Butch Henry, ruled out of 
George Blanda, in his 12th pro and got all first place votes from Crawford of E1 Dorado and Jack- 


the Sugar Bowl bid, underwent j year, passed for 3,340 yards and the AP's board of sportswntera in sonvine on tne Arkansas Amateur 
P.M. 


4:25 10:40 'surgery to remove some cartilege 
5:20 11:35 
I from his right knee. He was re- 
6:10 
iported resting well Tuesday night. 


7:00 12:50 
7:50 1:40 


Blast to Find 
Depth of Ice 
AUCKLAND, New Zealand 'AP) 


36 touchdowns—more than any 
other quarterback has done in 
either league. 


Charles Hennigan caught passes 


SUIiVIJIc Ull lite rtl ixcliiacia mii«t^u< -^ 
f 1U 


title. Mrs. Jay Freeman of Little N°"°t'* 


ABL 


Tuesday Results 


Cleveland 99, Chicago 94 
Los Angeles 108, Washington 00 
Kansas City 96, Pittsburgh 89 
San Francisco 104, Hawaii 101 


Wednesday Games 


Los Angeles vs. Washington at 


Giant quarterbacks Y. A. Tittle 
and Charley Conerly. 


Spahn was named first on 153 


ballots. On a basis of three points 
for a first place vote, two for 
second and one for third, he col- 
lected 557 points. Moore, who had 
26 first, had 170 points followed 
by Musial with 150 and Barber, 
146. 


day anc) touched off a blaze which 
swept through a row of firework,; 
vending booths, killing one pcrL.i 
and injuring four others seriously. 


Spahn had one of his best years 


in 1961 while extending his life 


At 
La 


the final state prep poll. 


i 
• 
ft 
J 
11HC. 
AT *I t3« 
W MJ 
* I ^W»«»M«* 
urn, 
•^•vv.—- 
Benton, Jonesboro and Camden Rock WQn the Women-s Amateur. 


won Class AA regional football ^ 
Methvin of Little Rock was 


___________ ..... „ ____________ . 
championships with one loss each. fl seminnalist in the National Am- 


for 1,746 yards, bettering the rec- Fayetteville, Spnngdale and Van a^w 


Chapelle-aux- Saints, 'ord Elroy Hirsch set in the NFL^uren tied for the Region lAAj The' Arkansas Sports Hall of 


' 
- 
- 
, 


France, the remains of a nearly | a decade ago. Cannon's 948 yards title. 
toothless cripple was found at a>shing is a league record. 
- - 
' 
Neanderthal burial vault. He must 
have been kept alive by his fel- 


_ 


The Oilers and the Chargers- improved to 16-7 in 1961 but 


hactojhnii ,Bnm Fame inducted {ive new members 
The Arkansas basketball team 
d )ate in thc ycai, named five! 


for induction ,n 1962.. 


whose 12-2 record is the league's ished third in the SWC race. The ed were 
goi{er pgui RUnyan, 


^-Amencan scientists have blown |]ows ^m 
agQ They not best_are even this year. San Di- Hogs started strong late in the coacnes Hugo Bezdek and Morley 


9 big hole in the ice near the] on,y obtained food for him but 
! 
ego won at home, 34-12, and the year, winning five of the first six JenningSi baseball great Lon War- 


Pouth Pole in an attempt to find 
t h 
prechewed it. 
toilers won at Houston, 33-13. 
with guard Jerry Carlton leaping neke ;and high school coach Earl 


Jhe depth of ice cap there. 


They blew a crater 25 feet deep 


Cleveland at Chicago 
Pittsburgh at Kansas City 
Hawaii at San Francisco 


Thursday Games 


Los Angeles! at Washington 
Pittsburgh at Kansas City 
Chicago at Cleveland 


and 75 feet across Monday. 


legol Notice 


" IN THE IIEMPSTEAD COUNTY 


CHANCERY COURT 


J. REX TAYLOR AND MAUDE 
TAYLOR, HIS WIFE 


PLAINTIFFS 


VS. 


JAMES TAYLOR ET AL 
i 


DEFENDANTS 


WARNING ORDER 


The Defendants, James Taylor, 


Charles Taylor and Christie Anna 
Taylor, his wife, Arthur Taylor 
and Dorothy Taylor, his wife, and 
Richard Taylor and Faye Taylor, 
his wife, are hereby warned to 
appear in this Court within thirty 
(30) 
days hereafter and answer 


the complaint of the 
Plaintiffs 


herein. 


WITNESS MY HAND and seal as 


Clerk of this Court on the 27tb 
day of November, 1981. 


JAMIE RUSSELL 
Chancery Clerk 


I SEAL' 


Nov. 28. DucT 5, U, 19, 196i 


jQuigley 
; Tapped for the hall were basei 
ball executive Ray Winder, base- 
.ball p i t c h e r Schoolboy ,Rowe, 
!Sou(hein Association pitcher Rube 
Robinson, Arkansas Tech Athletic 
Director John Tucker and Qua- 
ichita football star Carey Selph. 
i There were some important de- 
'cisions at the conference table in 
1K61. The AIC voted to make a 
round robin schedule mandatory, 
(and increased scholarship 
allot- 


• 
[ments for member schools. The 


,«,, Arkansas A t h l e t i c Association 
" 
(voted down a proposed resumption 
!of high school football playoffs, 
chiefly because no decision could 
be reached on necessary redistrict- 
ing, 


The Big Nine Conference moved 


to deemphasize basketball by vot- 
ing in a single round robin sched- 
ule for next year instead of the 
present double round robin. 


Commercials 
Used in TV 
Satires 


By CYNTHIA LOWRY 


AP TV-Radio Writer 


NEW YORK (AP>—Whenever a 


variety show needs a subject to 
satirize in a sketch, the first place 
the writers look for subject mat- 
ter, it appears, is at television 
itself, and usually at TV commer- 
cials. 


This season, there is the usual 


amount of kidding the commcr- 
cials, but there fias been a sharp 
diminution of sketches drawing a 
bead P« the Wild West-fast gun 
programs, popular in other years. 
The popular item this season is 
the spoof of the new, well-re- 
ceived doctoi* fcihow. 


U is with good reason that sa- 


timc victory total to 309. He won gon and s]ang 
21 games, led the National League 
in earned run average with 3.09 
and complete games, 21. He also 
pitched the only no-hitter in the 
big leagues. 


Others who received solid back- 


ing the the balloting were Lou 
Gr'oza, pl'ace1 kicking specialist cf 
the 
Cleveland Browns; 
jockeys 


Longden; Doug Harvey, player- 
coach of the New York Rangers 
of the National Hockey League- 
Whitcy Ford of baseball's Yan- 
jces and Joe Brown, the busy| 
lightweight boxing king. 


/ % 
FEDERAL 


2 LAND BANK 


ARE MADE FOR ALL 
AGRICULTURAL 


PURPOSES ' 


as "best sportscaster" on TV be- 
cause he always remembers lha: 
some members of the home audi- 
ence are ignorant of the rules ami 
subtleties of (he game at hanc, 
and explains them. He also steer.1, 
clear of perplexing "inside" jai • 


the subject has had little TV ex- 
posure. 


An excellent .case in point was 


Bob Hope's sketch last week, a 
spoof of a new hit movie called 
"Thc Hustlers." 


All the hi-jinks took place in a 


pool'•hall. Bob Hope was padded 
around the midriff and sported a 
curly-wig. It may hayc been hila- 
rious for the comparative handful 
of viewers who had seen the 
movie and knew that Bob was| 
caricaturing Jackie Qlcason, oiw 
of the stars. But for the millions 
who 'haven't yet caught "The 
Hustlers," the sketch was not only 
meaningless but extremely un- 
funny. 


Bud Palmer, the sporlscasler 


who for two seasons has been 
commentator on CBS' "Sunday 
Sports Spectacular," will be miss- 
ing from the show when it re- 


THINGS ARK 
tralia. Every 
cates there are 


* I lleadrix, Southern State and Ar-[paths. It isn't that there aren't 
' kansas State colleges opened new plenty of fertile areas around for 


'such treatment, it is that the 


tirical 
sketches 
follow 
beaten sumes Jan. 7. Bud has moved to 


NBC—where he's handling Satur- 
day basketball chores—and his re- 
placement 
is 
Jack 
Whitaker. 


mass audience wouldn't under-;brought i« from Philadelphia, 
stand what it was all about if 
Palmer is this reporter's choice 


THIS INCLUDES: 


• Purchat* of livestock, 


mint, tuppfiei, 


• Pay operating oxpsntei, 


• Refinance debit, 


9 Provide operating capital. 
'• ' 


• Purchase and improve farm leal 


•Hate. 


• Purchas* or build a home. 


• Providp facilities for proc*tiin|, 


•taring and marketing farm 
products. 


9 Any need of tho farm family 


en or off the farm. 


FEDERAL LAND BANK , 


ASSOCIATION 
( 


219 East Third St. 


Manager 


Tcxarkana, Ark. 


Phone 22-1882 


W. C. HUNTER 


I 


